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title  16— commercial 

PRACTICES 

Chapter  I — Federal  Trade  Commission 

[Docket  6823] 

Part  13 — Digest  of  Cease  and  Desist 
Orders 

SUNSET  HOUSE  DISTRIBUTING  CORP.  ET  AL. 

Subpart — Advertising  falsely  or  mis¬ 
leadingly:  §  13.170  Qualities  or  prop¬ 
erties  of  product  or  service;  §  13.190 
Results. 

(Sec.  6.  38  Stat.  721;  15  U.  S.  C.  46.  Inter¬ 
preter  apply  sec.  5,  38  Stat.  719,  as  amended; 
15  U.  S.  C.  45)  [Cease  and  desist  order. 
Sunset  House  Distributing  Corp.  et  al.,  Holly¬ 
wood,  Calif.,  Docket  6823,  December  10,  1957] 

In  the  Matter  of  Sunset  House  Distribut¬ 
ing  Corporation,  a  Corporation,  and 
Leonard  Carlson,  Milton  Eisenberg, 
Gloria  O.  Carlson,  and  Marvin  A.  Free¬ 
man,  Individually  and  as  Officers  of 
Said  Corporation 

This  proceeding  was  heard  by  a  hear¬ 
ing  examiner  on  the  complaint  of  the 
Commission  charging  distributors  in 
Hollywood,  Calif.,  with  advertising  falsely 
that  attachment  of  their  “Color  Filter” 
colored  transparent  plastic  sheet  to  a 
black-and-white  television  set  would 
produce  the  same  visual  effect  as  a  color 
television. 

Following  acceptance  of  an  agreement 
between  the  parties  containing  a  consent 
OTder,  the  hearing  examiner  made  his 
initial  decision  and  order  to  cease  and 
desist  which  became  on  December  10  the 
decision  of  the  Commission. 

The  order  to  cease  and  desist  is  as 
follows: 

U  is  ordered.  That  respondents  Sunset 
House  Distributing  Corporation,  a  corpo¬ 
ration,  and  its  officers,  and  Leonard  Carl¬ 
son,  Milton  Eisenberg  and  Gloria  O. 
Carlson,  individually  and  as  officers  of 
said  corporation,  and  respondents’  repre¬ 
sentatives,  agents  and  employees,  di¬ 
rectly  or  through  any  corporate  or  other 
device,  in  connection  with  the  offering 
for  sale,  sale  and  distribution  of  a  plastic 
sheet  to  be  fastened  over  the  viewing 
screen  of  a  television  set,  designated  as 
“Color  Filter”,  or  any  other  product  of 
substantially  the  same  construction  or 
possessing  substantially  the  same  char¬ 
acteristics  w'hether  sold  under  the  same 
or  any  other  name,  in  commerce,  as 


“commerce”  is  defined  in  the  Federal 
Trade  Commission  Act,  do  forthwith 
cease  and  desist  from: 

Representing,  directly  or  by  implica¬ 
tion,  that  by  the  use  of  said  product  in 
connection  with  the  operation  of  a  black- 
and-white  television  set,  said  television 
will  thereby  produce  the  same  visual 
effect  as  a  color  television  set,  or  misrep¬ 
resenting  in  any  manner  the  color  pro¬ 
vided  by  said  product  when  used  in 
connection  with  a  television  set. 

It  is  further  ordered.  That  the  com¬ 
plaint  be,  and  the  same  hereby  is,  dis¬ 
missed  as  to  the  respondent  Marvin  A, 
Freeman,  individually  and  as  an  officer 
of  Sunset  House  Distributing  Corpora¬ 
tion. 

By  “Decision  of  the  Commission”,  etc., 
report  of  compliance  was  required  as 
follows: 

It  is  ordered.  That  respondents  Sunset 
House  Distributing  Corporation,  a  cor¬ 
poration,  and  Leonard  Carlson,  Milton 
Eisenberg  and  Gloria  O.  Carlson,  indi¬ 
vidually  and  as  officers  of  said  corpora¬ 
tion,  shall,  within  sixty  (60)  days  after 
service  upon  them  of  this  order,  file  with 
the  Commission  a  report  in  writing,  set¬ 
ting  forth  in  detail  the  manner  and  form 
in  which  they  have  complied  with  the 
order  to  cease  and  desist. 

Issued:  December  10,  1957. 

By  the  Commission. 

[seal]  Robert  M.  Parrish, 

Secretary. 

[P.  R.  Doc.  58-206;  Filed,  Jan.  9,  1958; 

8:47  a.  m.] 

TITLE  14— CIVIL  AVIATION 

Chapter  II — Civil  Aeronautics  Admin¬ 
istration,  Department  of  Commerce 

‘  [Arndt.  52] 

Part  609 — Standard  Instrument 

Approach  Procedures 

PROCEDURE  alterations 

The  standard  instrument  approach 
procedures  appearing  hereinafter  are 
adopted  to  become  effective  when  indi¬ 
cated  in  order  to  promote  safety.  Com¬ 
pliance  with  the  notice,  procedures,  and 
effective  date  provisions  of  section  4 
of  the  Administrative  Procedure  Act 

(Continued  on  next  page) 
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would  be  Impracticable  and  contrary  to 
the  public  interest,  and  therefore  is  not 
required. 

Part  609  is  amended  as  follows: 

Note:  Where  the  general  classification 
(L/MFR,  ADF,  VOR,  TerVOR,  VOR/DME. 
ILS,  or  RADAR),  location,  and  procedure 
number  (if  any)  of  any  procedure  in  the 
amendments  which  follow,  are  identical  with 
an  existing  procedure,  that  procedure  is  to 
be  substituted  for  the  existing  one,  as  of  the 
effective  date  given,  to  the  extent  that  it 
differs  from  the  existing  procedure;  where  a 
procedure  is  cancelled,  the  existing  procedure 
is  revoked;  new  procedures  are  to  be  placed 
in  appropriate  alphabetical  sequence  within 
the  section  amended. 
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1.  The  low  or  medium  frequency  range  procedures  prescribed  in  §  609.100  (a)  are  amended  to  read  in  part: 

LFR  Standard  Instrument  Approach  Procedure 

Bearinfs>  headings,  courses  and  radials  are  magnetic.  Elevations  and  altitudes  are  in  feet  MSL.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nautical 
miles  unless  otherwise  indicated,  except  visibilities  which  are  in  statute  miles. 

"  If  an  instrument  approach  procedure  of  the  above  tyiie  is  conducted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  instrument  approach  procedure, 
inless  an  approach  is  conducted  In  accordance  with  a  different  procedure  for  such  airport  authorized  by  the  Administrator  of  Civil  Aeronautics.  Initial  approaches  shall  be 
j^^over  specified  routes.  Minimum  altitudes  shall  correspond  with  tliose  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  below. 


Transition 

Ceiling  and  visibility  minimums 

From— 

To- 

Course  and 
disbtnce 

Minimum 

altitude 

(feet) 

Condition 

2-engine  or  less 

More  than 
2-englne, 
more  than 
65  knots 

65  knots 
or  less 

More  than 
65  knots 

cancelled,  effective  5  DECEMBER  1957. 


City,  Louisville;  State,  Ky.;  Airport  Xame,  Bowman  Field;  Elev.,  549';  Fac.  Class,  SBMRLZ;  Ident.,  LOU;  Procedure  No.  1,  Arndt.  Orig.;  Eff.  Date,  26  Oct.  57 


CANCELLED,  EFFECTIVE  16  JANUARY  1958. 


CHy.  San  Francisco;  State,  California;  Airport  Name,  International;  Elev.,  11';  Fae.  Class,  SBMRLZ;  Ident.,  SFO;  Procedure  No.  1,  Arndt.  S;  Eff.  Date,  17  Aug.  1954;  Sup. 

Arndt.  No.  4;  Dated,  15  Feb.  54 


T-Hin . 

30(1-1 

300-1 

300-?^ 

C-dn... . 

600-1 

600-1 

600-1 '<i 

S-dn-36 . 

400-1 

400-1 

400-1 

• 

A-dn..., . 

800-2 

.  800-2 

800-2 

Radar  transition  altitudes:  1,500'  in  the  E,  W,  and  S  quadrants  of  the  Washington  LFR  and  1,800'  in  the  N  quadrant  within  25  ml  of  the  Washington  National  Airport; 
15(0'  in  all  quadrants  within  40  mi  exclusive  of  danger  and  prohibited  areas.  Radar  fixers  may  be  substituted  for  all  fixes  shown.  (Radar  distances  shown  in  nautical  mi.) 
Procedure  turn  E  side  SW  ers,  212  Outbud,  032  Inbnd,  1,500'  within  10  mi. 

Minimum  altitude  over  facility  on  final  approach  ers,  lOW'. 

Crs  and  distance,  facility  to  airjmrt,  (K)l— 4.6. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished,  within  4.6  mi,  make  a  left  climbing  turn  as  soon  as  practi- 
uNe,  climb  to  1800'  (or  to  a  higher  altitude  when  requested  by  ATC)  on  NW  crs  to  Herudon  Int. 

Note:  These  procedures  and  airport  minimums  do  not  provide  standard  clearance  over  the  following  obstructions:  422'  monument  1.7  mi  W  of  final  approach  crs,  193'  stacks 
Liml  8  of  airport,  and  596'  monument  1.8  mi  N  of  air|X)rt.  ** 

Major  Change:  Deletes  straiglit-in  minimums  to  Rnwy  3. 

City,  Washington,  D.  C.;  Airport  Name,  National;  Elev.,  16';  Fac.  Class,  SBRA;  Ident,  DCA;  Procedure  No.  1,  Arndt.  7;  Eff.  Date,  1  Feb.  58;  Sup.  Arndt.  No.  6;  Dated,  29 

Oct.  55 


T-dn  _ 

300-1 

300-1 

200-H 

500-1)2 

C-dn  _ 

400-1 

500-1 

A-dn  .  _ 

800-2 

800-2 

800-2  ■ 

Procedure  turn  W  side  S  crs.  198  Outbnd,  018  Inbnd,  1600'  within  10  mi. 

Minimum  altitude  over  facility  on  final  approach  crs,  1100'. 

Crs  and  distance,  facility  to  airiwrt,  018—2.3. 

If  visual  contact  not  cstablislted  upon  descent  to  authorized  landing  minimums  or  if  lauding  not  accomplished  within  2.3  mi,  make  climbing  left  turn  and  climb  to  1600' 
on  S  crs  within  10  mi. 

Caution:  Turn  loft  as  soon  as  practicable  to  avoid  bolding  pattern  at  Philadelphia  LOM.  Maintain  1600'  until  S  of  range. 

Note:  ADF  approach  not  authorized. 

City,  Wilmington;  State,  Del,;  Airport  Name,  New  Castle  County:  Elev.,  79':  Fac.  Class,  MRLWZ:  Ident.,  ILQ:  Procedure  No.  1,  Amdt.  8:  Eff.  Date.  1  Feb.  58;  Sup.  Arndt. 

No.  7;  Dated,  12  Nov.  55 

2.  The  automatic  direction  finding  procedures  prescribed  in  §  609.100  (b)  are  amended  to  read  in  part:  . 

ADF  Standard  Instrument  Approach  Procedure 

Bearings,  headings,  courses  and  radials  are  magnetic.  Elevations  and  altitudes  are  in  feet  MSL.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nautical 
miles  unless  otherwise  indicated,  except  visibilities  w  hich  are  in  statute  miles. 

If  an  instrument  approach  procedure  of  the  above  type  is  conducted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  Instrument  approach  procedure, 
unless  an  approach  Is  conduett^  In  accordance  with  a  different  procedure  for  such  airport  authorized  by  the  Administrator  of  Civil  Aeronautics.  Initial  approaches  shall  be 
made  over  specified  routes.  Minimum  altitudes  shall  correspond  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  below. 


Transition 

Ceiling  and  visibility  minimums 

From— 

To- 

Course  and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine  or  less 

More  than 
3-eQgkie, 
more  than 
65  knots 

65  knots 
'or  less 

More  than 
65  knots 

Lake  Charles  VOR . 

LCII  RBn . 

1300 

800 

T-dn 

300-1 

660-1 

800-2 

300-1 

660-1 

800-2 

200-)6 

500-14 

800-2 

Radar  vectoring  position _ 

LCil  RBn  (Final) . 

003—5.0 . 

A-dn  _ 

Radfir  terminal  area  transition  altitude  1500'  within  25  mi.  Radar  may  be  used  to  position  aircraft  for  final  approach  within  5  miles  of  LCH  RBn  with  the  eliminatim  of 
I  procedure  turn. 

Procedure  turn  East  side  of  S  crs  183  Outbnd,  003  Inbnd,  1300'  within  10  ml.  Beyond  10  ml.  NA. 

Minimum  altitude  over  facility  on  final  approach  crs,  800'. 

Crs  and  distance,  facility  to  airport,  003—1.7. 

If  visual  contact  not  established  upon  desa-nt  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  1.7  ml,  climb  to  1500'  on  crs  of  003°  within  20  ml. 

City,  Lake  Charles;  State,  La.;  Airport  Name,  Lake  Charles  AFB;  Elev,  19';  Fac.  Class,  Mil;  Ident.,  LCII;  Procedure  No.  2,  Amdt.  3;  Eff.  Date,  1  Feb.  58;  Sup.  Amdt.  No.  2; 

Dated,  30  Nov.  57 
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3.  The  very  high  frequency  omnirange  (VOR)  procedures  prescribed  in  §  609.100  (c)  are  amended  to  read  in  part: 

V’OR  Standard  Instecment  Approach  Proceddre 

Bearinpi,  hpadinps,  courses  and  radials  are  magnetic.  Elevations  and  altitudes  arc  in  feet  MSL.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nantio.1 
miles  unless  otherwise  indicated,  except  visibilities  which  are  in  statute  miles. 

if  an  instrument  approach  procedure  of  the  above  tyi^  is  conducted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  instrument  approach  procedure 
uniess  an  approach  is  conducts  in  accordance  with  a  different  procedure  for  such  airport  authorized  by  the  Administrator  of  Civil  Aeronautics.  Initial  ;mnrrva/>w2, 
made  over  specified  routes.  Minimum  altitudes  shall  correspond  with  those  esmbiished  for  en  route  operation  in  the  particuiar  area  or  as  set  forth  beiow. 


Transition 


From— 

To- 

Course  and 
distance 

Oakland  LFR . 

OAK-VOR . 

OAK-VOR . 

O.AK-VOR . 

OAK-VOIt . 

Direct . . 

•Fremont  FMIIW . 

O.AK-VOR . . 

Direct . . . . 

Mt.  Eden  Int  (Int  of  Oakland  R-117  and 
047“  Bearing  to  IIWD  RBn). 

OAK-VOR  (Final) . 

Direct . 

Ceiling  and  visibility  minimums 


Minimum 

2-engine  or  loss 

altitude 

(feet) 

Condition 

65  knots 
or  less 

More  than 
65  knots 

1.500 

T-dn . 

300-1 

300-1 

2.500 

C-dn . 

5»x>-i 

6(KI-1 

3(¥N) 

2<HKI 

1,5(K» 

500 

A-dn . . 

800-2 

800-2 

More  than 

2-«ngine, 
more  than 
65  knota 


1206-1  < 
606-11- 
806-2 


#300-1  required  for  take-off  Runway  33. 

•Do  not  desci'nd  beiow  3500'  until  definitely  p.vst  Fremont  FMliW. 

Procedure  turn  S  side  of  ers,  117  Outbnd,  207  Inbnd,  1500'  witliin  7  miles.  N'.V  lx*yond  7  miles.  Procedure  turn  S  due  to  terrain  and  within  4.34  mi  maneuvering  side  due  to 
traffic. 

Minimum  altittide  over  facility  on  final  approach  ers,  500'. 

Crs  ami  distance,  facility  to  airport,  005—1.3. 

If  visual  contact  not  e.stablished  upon  deswnt  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  0.0  miles,  climb  to  2000'  on  R-310  from  OAK  VOR 
within  15  miles  (Richmond  Int). 

Note:  This  procedure  does  not  meet  the  obstruction  clearance  requirements  for  final  approach  or  on  missed  approach. 

Major  Change;  Deletes  transition  from  San  Francisco  LFR. 

City,  Oakland;  State,  Calif.;  Airport  Name,  Metroirolitan  Oakland  International;  Kiev.  .5';  Fac.  Class,  BVOR;  Ident.,  OAK;  Procedure  No.  1,  .\mdt.  1;  Eff.  Date,  1  Feb 58- 

Sui».  .\mdt.  No.  Orig.;  Dated,  5  Feb.  55  ’ 


OAK  LFR . 

San  FrancLsco  O.AP  RBn 

Bay  Point  FM... . 

Richmond  Int  . . 

Fremont  F.MIIW . . 


OAK-VOR . 

Direct . . 

1.500 

T-dn . 

300-1 

300-1 

OAK-VOR . 

2.500 

C-<ln . 

.5<X»-1 

OAK-VO  R . 

3(XX) 

S-<ln-9L-R . 

4iNt-l 

.500-1 

OAK-VOlt . 

2IKI0 

800-2 

800-2 

OAK-VOR . 

Direct . 

2500 

♦200-H 

600-1'.: 

506-1 

800-2 


•300-1  required  for  take-off  on  Runway  33. 

Procedure  turn  N  side  of  crs,  275  Outbnd,  005  Inbnd,  1.500'  within  5  miles.  NA  beyond  5  miles.  (Non-standard  due  to  terrain.) 

Minimum  altitude  over  facility  on  final  approach  crs,  500'. 

Crs  and  distance,  facility  to  airport.  09.5—1.3. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  1.3  miles,  turn  right  and  climb  to  2000  on  R-313 
within  13  miles.  (Richmond  Int.) 

Note:  This  procedure  does  not  meet  the  obstruction  clearance  reipiiremcnts  (or  missed  approach  altitude, 

M.vjok  Change:  Deletes  transition  from  San  Francisco  LFR. 

City,  Oakland;  State,  Calif.;  Airport  Name,  Mctroiiolilan  Oakland  International  .Viriaort;  Kiev.,  .5';  Fac.  Class,  BVOR;  Ident.  OAK;  Procedure  No.  2,  Arndt.  1;  Eff.  Date, 

1  Fel*5.’S;  Sui».  Arndt.  No.  Orig.;  Dated,  5  Feb.  55 


Oakland  LFR.J . 

San  Francisco  LO.M.. . . . 

Moffett  LFR . . 

Evergreen  FMLIW _ _ _ _ _ 

Saratoga  Int . . . . 

Mission  Int . 

Int  R-290  AOW  and  Brng  360  to  Fremont 
RBn. 


AC.W-VOR .  Direct. 

ACtW-VOR . :  Direct. 

A<lW-VOR.... . !  Direct. 

AC.W-VOR . I  Direct. 

AC.W-VOR . i  Direct. 

.ACIW-VOR . i  Direct. 

-AGW-VOR  (Final). _ ■  Direct. 


3000 

T-dn* . 

3n(t-l 

300-1 

2(X)0 

C-dn . 

6»X»-1 

6iX(-l 

17(X» 

•A-dn.... _ 

800-2 

800-2 

1700 

4.5<K1 

3<KJ0 

1100 

306-1 

600-1 

800-2 


*.500-1  required  for  take-off,  runway  12. 

Note:  .All  transitions  to  AGW'-VOR  above  2000'  must  descenii  to  20<»0'  in  one  minute  left  turn  holding  pattern  on  R-11.5  .AGW  before  exeenting  procedure  turn. 

Proct'diire  turn  N  side  crs,  295  outbnd.  115  inbnd,  1.500'  witliin  5  miles.  N  .V  Iteyond  5  miles  due  to  possible  coiiQict  witli  SFO  LO.Vl  lioldiug  pattern. 

Minimum  altitude  over  facility  on  final  approach  crs,  110<)'.  • 

Crs  and  distance,  facility  to  airport,  115-3.4. 

If  visual  contact  not  established  upon  descent  to  autliorized.landine  minimums  or  if  landing  not  accompli.shed  within  3.4  miles,  turn  right  and  proceed  to  the  AQW  VOR, 
climbing  to  axto'  on  R-120  (300  Inbnd).  then  liold  SE  of  .AGW  VOR  in  a  1  minute,  left  turn  pattern  on  R-115  at  2000'. 

Major  Change;  Transition  from  San  Francisco  LFR  to  AGW-VOR  deleted. 

City,  San  Jose;  State,  Calif.;  .Airport  Name,  San  Jose;  Kiev.,  62';  F;ic.  Class,  BVOR;  Ident.,  AGW;  Procedure  No.  1,  Arndt.  4;  Eff.  Date,  1  Feb.  56;  Sup.  Arndt.  No.  3;  Dated, 

2  .Mar.  57 


Tulsa  LFR  . . 

TUL-VOR . 

1800 

T-dn . 

300-1 

300-1 

TCL-VOlt . 1 

I'XX) 

C-dn . 

41X1-1 

StXPl 

TUL-VOR . 

2000 

4fX)-l 

4<X)-1 

A-dn . . 

8lX)-2 

800-2 

200-'4 

506-1!^ 

400-1 

806-2 


300-1  required  on  runways  3L,  21R,  17R  and  3.5L  for  take  off. 

Proc»‘dure  turn  N  side  of  crs,  079  Outbnd,  2.59  Inbnd,  19(K)'  witliin  10  ml  Beyond  10  mi  N.A. 

Minimum  altitude  over  facility  on  final  appruacti  crs,  14iW', 

Crs  and  di.stanoe,  facility  to  airport,  259 — 4.3. 

If  visual  contact  not  established  upon  de.scent  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  4.3  miles,  climh  to  2400'  on  R-2S6  within  20  miles,  or 
wtieu  directed  by  ATC,  climb  to  25()0'  on  R-230  wittiin  20  mi. 

City,  Tulsa;  State,  Okla.;  Airport  Name,  Municipal;  Kiev.  674';  Fac.  Cl-iss,  BVOR;  Ident.,  TUL;  Procedure  No.  1,  Arndt.  8;  Eff.  Date,  1  Feb  58;  Su|i.  Amdt.  No.  7;  Dated,  18 

Apr.  57 
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fridayf  January  10,  1958 

4.  The  instrument  landing  system  procedures  prescribed  in  §  609.400  are  amended  to  read  in  part: 

ILS  Standard  Instrument  Approach  Procedure 

Bearing!,  tipadin;?,  courses  and  radials  are  magnetic.  Elevations  and  altitudes  are  in  feet  MSL.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nautical 
-lUes unl^  otherwise  indicated,  except  visibilities  which  are  in  statute  miles. 

™  If  an  instrument  approach  procedure  of  the  above  type  is  conducted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  instrument  approach  procedure, 
unless  an  approach  is  conducted  in  accordance  with  a  different  procedure  for  such  airport  authorired  by  the  Administrator  of  Civil  Aeronautics.  Initial  approaches  shall  be 
over  specified  routes.  Minimum  altitudes  shall  correspond  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  below. 


From— 


Lake  Charles  T.FR . 

Lake  Charles  VO  it . 

Radar  Vectoring  Position 


Transition 

Ceiling  and  visibility  minimums 

To- 

Course  and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine  or  less 

More  than 
2-engine, 
mure  than 
65  knots 

65  knots 
or  less 

More  than 
65  knots 

LOM . 

1.500 
1.500 
1.500  ILS 
1000  ADF 

T-Hn 

300-1 

506-1 

300-3^ 

500-1 

606-2 

800-2 

300-1 

500-1 

.300-»i 

500-1 

606-2 

806-2 

206-14 

500-134 

300-»4 

500-134 

606-2 

800-2 

LO.M . 

Direct. . . 

LO.M  (Final) . 

8-dn-15; 

ILS# . 

ADF* . 

A-dn; 

ILS . 

ADF 

Radar  tc'rininal  transition  altitude  1500'  within  25  miles.  Radar  may  be  used  to  position  aircraft  for  a  final  approach,  within  5  miles  of  LOM,  with  the  elimination  of  a 
nrooedure  turn. 

•.'VDF  desei'iit  below  000'  MSL  not  authorized  until  past  LMM. 

livhen  ILS  glide  slope  not  used  required,  and  de.scent  below  000'  MSL  not  authorized  until  past  LMM. 

Procedure  turn  W  side  NW  ers,  320  Outbnd,  146  Inbnd,  1500'  within  10  mi.  XA  Ix'yond  10  mi. 

ILS— Altitudes  and  distanct'S  to  approach  end  of  Knwy  15 — O.M,  1515—5.4;  at  M.M  205  —0.5. 

ADF— -Altitude,  bearing  and  distance  from  LO.M  on  final  1000',  146—5.4. 

If  visual  contact  not  established  ui)on  desc«‘nt  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  5.4  ml  after  passing  LOM  (ADF),  climb  to  1300'  on 
8E  ers  ILS  (146)  within  20  mi,  or  when  directed  by  ATC,  turn  left,  climb  to  1500'  on  U-111  LCll  VOR  within  20  mi;  (ADF)  climb  to  1500'  on  111®  mag.  crs.  from  LCIl  RBn 
within  20  mi. 

Air  Carrier  N'ote:  Xo  approach  lights.  200-'^  ILS  straight-in  landing  minima  authorized  when  the  runway  length  available  exceeds  by  SOOty  the  runway  length 
required  by  the  applicable  aircraft  iK>rformana>  requirements  of  the  CAR’s  and  the  high  intensity  runway  lights  arc  operating  on  the  entire  length  of  the  runway. 


City,  Lake  Charles;  State,  La.;  .Airport  Name,  Lake  Charles  AFR/Mun.:  Kiev..  19';  Fae.  Class,  ILS  LOM;  Ident,  I-LCII  LC;  Procedure  No.  ILS-16,  Arndt.  1,  Comb.  ILS- 

ADF;  Eff.  Date,  1  Feb.  58;  Sup.  .Arndt.  Xo.  Orig.;  Dated,  29  June  57 


TTavward  RBn _ _ _ 

Direct . . . . 

2600 

T-dn*** . 

300-1 

300-1 

200-34 

Oi*  LFR . 

a500 

506-1 

fiOO-1 

Anv-ii/; 

OAK  VOR . 

llavward  RBn _ _ _ _ 

Direct . . . 

3.500 

8-dn-27R . 

200-3-^ 

200  34 

206-'4 

Hayward  RBn _ _ 

Direct... . . 

6000 

606-2 

606-2 

606-2' 

Hayward  RBn _ . . . 

5000 

2600 

Hayward  RBn  (Final) _ 

Direct . . 

##.5000 

8F0  LO.M . 

Fremont  RBn . . . . . 

Direct _ _ _ 

4000 

AOW  VOR . 

3.500 

Fremont  RBn..... _ _ _ _ 

Direct . . 

.5000 

KUO  LFR  .  _ 

Fremont  RBn _ _ _  .  . 

Direct _ 

3500 

1 

Radar  vectoring  to  the  localizer  final  approach  crs  will  be  in  accordance  with  procedures  approved  for  a  surveillance  approach. 

“•Xote:  300-1  required  for  take-off  on  runway  33. 

•These  transitions  authorized  day  on  top  only,  unU'ss  radar  vectoring  is  utilized. 

##Descent  on  glide  slop*'  to  cross  Hayward  RBn  at  2590'  is  authorized. 

Procedure  turn  S  side  E  crs,  095  Outbnd  275  Inbnd  3500'  within  10  mi  of  IIWD  RBn.  Beyond  10  mi.  XA. 

#Proceilure  turn  on  O.AK  LFR,  VOR,  Baypoint  FM,  and  .Altamont  intersection  transitions  only.  Upon  completion  of  procedure  turn  and  transition  to  localizer  crs 
inbnd,  de.scent  on  glide  slope  to  cross  Hayward  RBn  at  25W'  is  authorized. 

Minimum  altitude  at  glide  sloiie  int  inbnd  2600'. 

Altitude  of  glide  slope  and  distance  to  approach  end  of  runway  at  IIWD  RBn,  2.590'— 8.2;  at  OM,  1320'— 4.1;  at  MM,  230'— 0.6. 

If  visiuvl  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  climb  to  2000'  on  XW  crs  Oak  LFR  within  14  ml  or  to  2000' 
on  R-310  Oak  within  14  mi  ( Richmond  Int).  .Ail  maneuvering  W  of  crs.  Missed  apitroaches  must  cross  OAK  LFR  or  VOR  at  not  above  1500'.  This  procedure  does  not  meet 
the  obstruction  clearance  requirements  for  missed  approach  altitude. 

Major  Chanue:  Deletes  transition  from  San  Francisco  LFR. 


City,  Oakland;  State,  Calif.;  .Airport  Xame,  International;  Elev.  5';  Fac.  Class.  ILS;  Ident.  O.AK;  Procedure  No.  ILS-27R,  Arndt.  12;  Eff.  Date,  1  Feb  58;  Sup.  Arndt.  No.  11; 

Dated,  26  Jan.  57 


Oklahoma  City  T.FR . . . . 

TWO  RBn . 

Direct 

2.500 

T.dTi 

300-1 

306-1 

200-'4 

Oklalioma  City  VOR.  . . . . 

TWO  RBn . 

2.500 

C-dn . 

400-1 

506-1 

506-13i 

Oklahoma  City  LOM . . . 

TWO  RBn . 

2400 

S-dn-17: 

Mustang  FM.J. . . 

TWO  RBn . . . 

Direct _ _ _ 

2.5(H) 

ILS . 

-300-1 

306-1 

300-1 

Bethany  Int . . . . 

TWO  RBn  (Final) . 

2000 

ADF 

400-1 

4(H)-1 

400-1 

Edmond  Int . . . . . . . 

TWO  RBn  (Final) . 

Direct . . 

2000 

A-dn 

800-2 

806-2 

800-2 

Radar  Terminal  .Area  Transition  .Altitudes: 

000 . 

090 . 

3800 

090 . 

180 . 

2700 

180 . 

27t) . 

Airport. 

2800 

270 . 

360 . 

2800 

Azimuths  are  from  airport  progre.ssing  clockwise. 

Procedure  turn  W  side  crs,  3,50  Outbnd,  170  Inbnd,  2500'  within  10  mi.  Beyond  10  mi  X.A. 

No  glkle  slo|)e.  Altitude  over  TWO  on  final,  2<X)0';  Bmg  and  distance  to  Rny  17,  170 — 4.0. 

If  visual  contact  not  established  u|)on  desct'nt  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  4.0  miles  climb  to  2400'  on  8  crs  ILS  within  20  mi  or 
on  crs  170°  from  TWO  within  20  mi,  or  when  directed  by  ATC,  turn  right,  climb  to  2500'  direct  to  OKC-VOR  or  direct  to  OKC-LFR. 

City,  Oklahoma  City;  State,  Okla.;  Airport  Name,  Will  Rogers;  Elev,  1283';  Fac.  Class,  MTIW  ILS;  Ident.,  TWO  lOEC;  Procedure  No.  ILS-17,  Arndt.  2,  Comb.  ILS-ADF; 

Eff.  Date,  1  Feb.  58;  Sup.  Arndt.  No.  1;  Dated,  6  July  57 
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RULES  JLND  REGULATIONS 


ILS  Stawdaud  Instbitment  Approach  Procedure — Continued 


Transition 


Ceiling  and  visibility  minimums 


From— 

To- 

Course  and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-cngine  or  less 

65  knots 
or  less 

More  than 
65  knots 

LOM . 

Direct _ _ _ 

2400 
‘2400  1 
2.500 
2400 
2.500  ILS 
1900  ADF 

3800 

2700 

2800 

2800 

T-dn . 

300-1 
40<)-i 
‘2iKt-' ; 
4<Ht-t 
600-2 
800-2 

300-1 
500-1 
200-1  , 
4(io-r 
»‘ino-2 
800-2 

LOM . 

C-dii . 

LOM . 

Direct _ _ _ 

S-<lii-35; 

II,S . 

LOM . 

LOM  (Final) _ _ _ .... _ 

Direct......... _ 

ADF . 

Uad:ir  terminal  area  transition  altitudes: 

000  . . . . . 

090 . 

Within  20  mi  ot 
Will  Rogers  .Air¬ 
port. 

1 

.A-<ln: 

ILS  . 

ADF  . 

o9i) . . . . . ; . 

180 . 

ixu . . . 

270 . 

270 . 

360 . 

More  than 

2<ngine, 
more  than 
65  knots 


200-U 
500-11  i 

aoo-u 

400-i 

fino-2 

800-2 


Arimuths  are  from  airport  progressing  clockwise. 

Prtwdure  turn  K  side  of  ers,  170  Outbnd,  350  Inbnd,  2500'  within  10  mi.  Heyond  10  mi  X.k. 

Miniinium  altitude  at  glide  slope  int  inbnd,  2500'  ILS;  over  LO.M  inbiul  final  lidMi'  .\1)K. 

Altitude  of  glide  siope  and  distance  to  approach  end  of  runway  at  O.M  — -d.2;  at  M.M— 147,5— 0.5. 

If  visual  contact  not  established  upon  destvnt  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  4.2  mi  after  passing  LO.M  (.\r)F),  climb  to  3000'  on 
N  ers  ILS  (350)  within  20  mi,  or  when  directed  by  ATC,  turn  left,  climh  to  2.500'  direct  to  tlie  OKC  VOK,  or  direct  to  the  OlvC  LFU. 


City,  Oklahoma  City;  State,  Okla.;  Airport  Name,  Will  Kogers;  Kiev.  12H3':  Fac  Cliis.s,  IL,S-10KC:  Ident.  I^OM-OK;  Procedure  No,  ILS-35,  Comb.  ILS-.\DF;  Amdt  4 

Fill.  Date,  l  Fell.  5S;  Sup.  .Vmdt.  No.  3;  Dated,  0  July  57  '  ’ 


AOW  VOR . 

LOM . 

Direct . . . 

1700 

T-dn# . 

300-1 

.Moffett  LFR . 

LO.M . 

Direct . . 

1700 

C-<in . . . 

.5(H»-l 

LO.M . 

Direct... . 

1700 

S-dn  28 R  ILS... 

2IK)-'  2 

OAK  LFR-ILS . 

LO.M . 

Direct . . 

201X1 

S-dn  281,- R 

4»X)-l 

OAK  LFR-.ADF . 

LOM . 

Direct . . 

3tK)0 

ADF. 

OAK  VOR-ILS . 

LO.Al . 

Direct . . 

2000 

•A-<tn; 

OAK  VOR-ADF . 

LO.M . 

Direct . . 

:XX)0 

ILS . 

600-2 

LO.M . 

IJircct . . 

301 X) 

ADF . 

800-2 

LOM . 

Direct _ _ 

1700 

.300-1 

300-'^ 

600-1 

609-1'; 

200-' ^ 

200-1 .; 

400-1 

400-1 

600-2 

600-J 

800-2 

800-2 

Radar  vectoring  to  final  ajaproach  localizer  ers  authorized  in  accordanci-  with  procedures  approved  for  surveillance  approach. 

#:too-l  required  for  take-on  on  Runway  19L-R,  v 

No  procedure  turn  as  such  authorized.  .All  nect'ssary  maneuvering  and  de.scent  shall  be  accomplished  in  accordance  with  and  within  the  confines  of  the  SFO  LOM  holding 
pattern.  (Om*  min  left  turns,  2000'  min.  alt.)  final  approach  ers,  loi  Onthnd.  2S1  Inbnd. 

Minimum  altitude  at  glide  slope  int  inbnd,  1700';  .Minimum  .Vltitude  over  LOM  inbnd  final,  1700'  .ADF. 

Altitude  of  glide  slope  and  dist.ance  to  approach  end  of  runway  at  OM  IfMio'— 5.5;  over  LOM  1600'  .ADF;  at  MM— 230— 0.6. 

If  visual  contitet  not  established  upon  descent  to  authorized  lauding  minimums  or  if  lauding  not  accomplished  within  5.5  mi  after  passing  LOM  (.\DF),  cliiftb  to  SOOff  from 
LOM  within  ‘20  mi. 

C  autiox:  Circling  minimums  do  not  provide  standard  clearance  over  high  terrain  SW  of  airport. 

MAiOK  Change;  Deletes  transition  from  San  Francisco  LFK. 


City,  San  Francisco;  State,  Calif.;  Airport  Name,  International;  Kiev.,  11';  Fac  Class,  ILS-SFO;  Ident,  LOM-SF;  Procedure  No.  ILS-2KK-L,  Comb.  ILS-ADF;  .Amdt.  11; 

Eli.  Date.  1  Feb.  .As;  Sup.  .Amdt.  No.  10;  Dated,  26  Jan.  57 


Int  SE  ers  LFR  and  2.50  brng  to  LOM . 

TUL  VOR . 

TUL  LFR . 

Red  Fork  F.M _ _ _ _ _ 

Skiatook  F.M . . . . 

V'erdigris  River  F.M . 

Int  R-3)l  TCL  and  S  ers  ILS . 

Int  R-2t)l  T  U  L  and  S  ers  ILS _ 


LO.M . 

Direct _ 

2100 

T-dn . 

300-1 

300-1 

LOM . 

Direct . . 

2‘21X) 

C-<in . . 

4(KI-1 

5lX)-l 

LOM . 

Direct _ 

2‘2()0 

S-<ln-3.5R; 

LO.M . 

Direct _ 

•  2400 

ILS* . 

200-'  . 

200-'.; 

LOM . 

Direct . . 

‘2400 

ADF . 

4(M>-r 

4(X4-r 

LO.M . 

Direct . . 

‘2200 

.A-hIii: 

LO.M  (Filial— ILS'  .  . 

2  too 

ILS  . 

600-2 

600-2 

LOM  (Final— -ADF) . 

Direct . 

1900 

ADF . 

8IHI-2 

800-2 

#200-'; 

500-1'; 

200-': 

400-1 

600-2 

800-2 


#:i00-l  required  on  my  3L,  21 R,  17R,  35L. 

•400-*4  required  when  glide  sIojk?  not  utilized. 

Proeediire  turn  E  side  S  ers,  174  Outbnd,  3.54  Inbnd.  24(K)'  within  10  miles.  Reyond  10  miles  N.A. 

Minimum  altitude  at  O.  S.  int  inbnd,  24(X)'  ILS.  minimum  altitude  over  LO.M  inbnd  final  1900'  .ADF. 

Altitude  of  O.  S.  and  distance  to  approach  end  of  rny  at  OM  23.50  5.4,  at  .MM  KHO— 0..5. 

If  visual  contact  not  established  upon  descent  to  authorized  Imding  minimums  or  if  landing  not  accomplished  within  5.4  miles  after  pivssing  LO.M  (.ADF)  climb  to  1900' 
on  N  ers  ILS  (3.54)  within  20  miles,  or  when  directed  by  .ATC,  climb  to  20(K)'  on  R-035  TCL  VOR  witliin  20  mi. 

Caution;  1100'  tower  2.0  mi  NW  of  LO.M. 


City,  Tulsa;  State,  Okla.;  Airport  Name,  Municipal;  Elev.,  074';  I'ac.  Class,  ILS-Il'Cr,;  Ident.  LOM-TC;  Procedure  No.  1LS-35R,  Comb.  ILS  &  .ADF;  .Amdt.  6;  Eff.  Date, 

1  Fell.  .5N;  Sup.  Amdt.  No.  5;  Dated,  9  Apr.  57 


O.M . 1 

Direct _ _ _ 

1.500 

T-dn* . 

;)ixvi 

300-1 

200-'; 

O.M . ! 

1.500 

C-dii . 

•UX)-l  1 

600-1 

OOM'j 

Andri'ws  LFR  via  ers  273 _ _ _ 

ILS  S  CTS..  _ _ _ _ ! 

Direct _ 

*•1.500 

.s-(ln-:i6*- . 

2llli-''> 

‘200-'  ■. 

200-'i 

■Mt  Vernon  Int  via  ers  0.50 . . . 

Direct.. . 

••1500 

.A-dn . 

lX)0-2' 

600-2 

600-2 

Radar  Terminal  area  transition  altitudes... 

OM . 

E,  W  and  8  quad 
of  DCA  LFR. 

•  N  quadrant . 

.All  quadrants  (ex¬ 
clusive  of  re¬ 
stricted  areas). 

1500  with¬ 
in  2.5  mi. 

1800  with¬ 
in  25  mi. 

2500  witii- 
iuIOmL 

•Coiling  200'  and  runway  visual  range  2f)00'  also  authorized  for  takeolT  and  landing  on  Rnwy  36,  provided  all  components  of  the  ILS  (I’A  R)  and  related  airborne  equipment 
are  in  .sati.sfactory  operating  condition. 

••■After  interception  of  localizer  ers  inbnd,  descent  on  glide  slope  to  eross  outer  marker  at  1.360'  on  final  is  autliorized. 

Procedure  turn  W  side  S  ers,  183  Outbnd,  003  lubnd,  14iKJ'  within  10  miles  of  O.M  (Noa-staiidard  due  to  trallic). 

Minimum  altitude  at  O.  S.  int  inbnd,  1400'. 

Altitude  of  Q.  8.  and  distance  to  appr  end  of  rny  at  OM  1360—4.6,  at  MM  205—0. 5. 

If  visual  («ntact  not  e.stablished  upon  descent  to  autliorized  landing  mininium.s  or  if  landing  not  accomplished  If  contact  not  established  at  LMM,  make  climbing  turn  to 
'eft  as  soon  a.s  practicable  and  climb  to  1800'  (or  higher  altitude  if  directed  l»y  ATC)  on  ,NW  ers  DCA  LFR  to  Herndon  Int. 

Caution;  Standard  clearance  not  provided  over  obstructions  within  circling  area  of  airport  or  within  final  approach  area  with  glide  slope  inoperative. 

City.  Washington,  D,  C.;  Airport  Name,  National;  Elev.,  W;  Fac.  Class,  ILS;  Ident.,  DC.A;  Procedure  No.  ILS-36,  Amdt.  9;  Eff.  Date,  I  B'cb.  58;  Sup.  Amdt.  No.  3;  Dated 

4  Aug.  56 
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ILS  Standard  Instrument  Approach  Proceourb — Continued 


Transition 

Ceiling  and  visibility  minimums 

From— 

To- 

Course  and 
distance 

Minimum 

altitude 

(lect) 

Condition 

2-englne  or  less 

More  than 
2-englne, 
more  than 
65  knots 

65  knots 
or  less 

More  than 
65  knots 

LOM . 

irinn 

T-Hn 

LOM . 

ItKX) 

C-dn 

400-i 

500-1 

LO-M . 

1600 

S-dn-1: 

•  ILS . 

200-^ 

200-’ i 

200-’,^ 

1 

ADF . 

800-2 

800-2 

800-2 

A-dn-4: 

ILS . 

600-2 

600-2 

600-2 

ADF . 

800-2 

800-2 

800-2 

Proceduro  turn  W  side  S  crs  193  Outhnd,  013  Intmd,  IfiOO'  within  10  mi. 

Minimum  altitude  at  O.  S.  lut.  inbnd,  lOtX)'  ILS;  Minimum  altitude  over  LOM  inhnd  final,  1000'  .\DF. 

Altitude  of  G.  S.  and  distance  to  approach  end  of  rny  at  OM  1600  -  5.3;  at  M.M  295  -0.6. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplLshed  within  5.3  miles  after  passing  LOM  (.ADF),  make  climbing 
left  turn  and  climb  to  KKK)’  on  crs  of  193°  within  10  miles  of  LO.M. 

CaCTIO.v:  Turn  left  as  soon  as  practicable  to  avoid  holding  pattern  at  Philadelphia  LOM. 

City,  Wilmington;  State,  Del.;  Airport  Name,  New  Castle  County;  Kiev.  79';  Fac.  Class,  ILS-ILO;  Ident.,  LOM-IL;  Procedure  Xo.  ILS-1,  Comb.  ILS  and  ADF;Amdt.  4; 

Eff.  Date,  1  Feb.  58;  Sup.  .\mdt.  Xo.  3;  Dated,  15  Oct.  55  ' 

5.  The  radar  procedures  prescribed  in  §  609.500  are  amended  to  read  in  part: 

Radar  Standard  Instrument  Approach  Procedure 

Bearings,  headings,  courses  and  radials  are  magnetic.  Elevations  and  altitudes  are  in  feet,  MSL.  Ceilings  are  In  feet  above  airport  elevation.  Distances  are  in  nautical 
miles  unless  otherwise  indicated,  except  visibilities  which  are  in  statute  miles. 

If  a  radar  instrument  approach  is  conducted  at  the  below  named  airport,  it  shall  be  In  accordance  with  the  following  instrument  procedure,  unless  an  approach  is  conducted 
in  accordance  with  a  different  procedure  for  such  airport  authorized  by  the  Administrator  of  Civil  Aeronautics.  Initial  approaches  shall  be  made  over  specified  routes.  Mini¬ 
mum  altltude(s)  shall  correspond  with  those  e.stabllshed  for  en  route  operation  in  the  particular  area" or  as  set  forth  below.  Positive  identification  must  be  establish^  with  the 
radar  controller.  From  initial  contact  with  radar  to  final  authorized  landing  minimums,  the  instructions  of  the  radar  controller  are  mandatory  except  when  (A)  visual  contact 
established  on  final  approach  at  or  before  descent  to  the  authorized  landing  minimums,  or  (B)  at  pilot's  discretion  If  it  appears  desirable  to  disrontinue  the  approach.  Except 
when  the  radar  controller  may  direct  otherwise  prior  to  final  approach,  a  missed  approach  shall  be  executed  as  provided  below  when  (A)  communication  on  final  approach  is 
lost  for  more  than  5  seconds  during  a  preci.«ion  approach  or  for  more  than  30  seconds  during  a  surveillance  approach;  (B)  directed  by  radar  controller;  (O)  viraad  contact  is  not 
established  upon  descent  to  authorized  landing  minimums;  or  (D)  if  landing  is  not  accomplished. 


Transition 

Ceiling  and  visibility  minimums 

From— 

To- 

■il 

Minimum 

altitude 

(feet) 

Condition 

2-engine  or  less 

More  than 
2-engine, 
more  than 
65  knots 

65  knots 
or  less 

More  than 
65  knots 

Minimum  altitude— 5000'  within  30  miles  or 
After  identification,  aircraft  may  be  vectoi 

minimum  en  route  altitude  for  approve 
ed  and  descended  in  accordance  with  Ri 

1 

d  routes  to  San  Frai 
idar  approach  patter 

nrisco  area, 
ns. 

B 

T-dn* . 

urveiUance  a 

300-1 

500-1 

1  400-1 
500-1 
800-2 

pproach 

300-1 

500-1 

400-1 

600-1 

800-2 

200-’i 

.500-1 

400-1 

600-1 

800-2 

S-dn  19L-R . 

S-dn  28L^R . 

C-dnS  .  . . 

A-dn _ 

*300-1  required  for  take-off  runways  19  L-R. 

IRunways  19  L-R,  28  I/-U. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  (1)  for  runways  28  L-R,  climb  to  3000'  on  PFO  TVOR  R-2''.7 
within  20  miles  of  T VO R.  (2)  for  runways  19  L-R,  turn  left  and  home  on  SFO  LOM  climbing  to  2000'. 

Caution:  Circling  minimums  do  not  provide  standard  clearance  west  and  southwest  of  airport. 

City,  San  Francisco;  State,  Calif.;  -Airport  X'ame,  International;  Elev.,  11';  Fac.  Class,  San  Francisco;  Ident.,  Radar;  Procedure  Xo.  1,  Arndt.  3;  Eff.  Date,  1  Feb.  58;  Sup. 

Arndt.  Xo.  2;  Dated,  22  June  57 


E,  W,  and  S  Quadrants  DC.A-LFR . 

Radar  Site _ 

1500 

1 

1  .  1  1 

N  Quadrant  DCA-LFR . . 

Radar  Site _ _ 

Witliin  25  mi 

1800 

All  Quadrants _ _ _ 

Radar  Site _ _ 

Witliin  40  mi-  .. 

#2500 

S-dn-36* . 

200-)^ 

20O-’i 

200-’^ 

A-dn . 

600-2' 

600-2 

600-2* 

S 

urveiUance  a 

pproach 

- 

T-dn* . 

300-1 

300-1 

ano-i^ 

C-dn . 

600-1 

600-1 

600-1)^ 

A-dn _ _ 

800-2 

1 

800-2 

800-2 

•Ceiling  200  feet  and  runway  visual  range  2600'  also  authorized  for  takeoff  and  landing  on  Rnwy  36,  provided  all  components  of  the  ILS  (PAR)  and  related  Airborne  equip 
ment  are  in  satisfactory  operating  condition. 
lExclusive  of  danger  and  prohibited  areas. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  make  at  climbing  left  turn  as  soon  as  practical  and  climb  to 
1800'  or  a  higher  altitude  when  rt“quosted  by  ATC  on  XW  crs  of  Washington  LFR  to  Herndon  Int. 

Caution:  Circling  minimums  do  not  provide  standard  clearance  over  monument  1.8  miles  N  of  airport. 

City,  Washington,  D.  C.;  Airport  X’ame,  Xational;  Elev.,  16';  Fac.  Class,  W'ashington;  Ident.,  Radar;  Procedure  No.  1,  Arndt.  7;  Efl.  Date,  1  Feb.  58;  Sup.  Arndt,  Xo.  6; 

•  Dated,  7  May  55 


These  procedures  shall  become  effective 
(Sec.  205,  52  Stat.  984,  as  amended;  49  U.  S.  C.  425. 


on  the  dates  indicated  on  the  procedures. 

Interpret  or  apply  sec.  601,  52  Stat.  1007,  as  amended;  49  U.  S.  C.  551) 


[seal] 

December  27,  1957. 


James  T.  Pyle, 

Administrator  of  Civil  Aeronautics. 


[P.  R.  Doc.  58-129;  Piled.  Jan.  9. 1958;  8:45  a.  m.J 
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RULES  AND  REGULATIONS 


TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  III— >Foreign  and  Territorial 
'  Compensation 

Part  325 — Additional  Compensation  in 
Foreign  Areas 

DESIGNATION  OF  DIFFERENTIAL  POSTS 

Section  325.11  Designation  of  differ^ 
ential  posts,  is  sunended  as  follows,  effec¬ 
tive  on  the  dates  indicated: 

1.  Effective  as  of  the  beginning  of  the 
first  pay  period  following  January  11, 
1958,  paragraph  (a)  is  amended  by  the 
addition  of  the  following: 

Chaco  Area,  Paraguay. 

Ternate,  Indonesia. 

2.  Effective  as  of  the  beginning  of  the 
first  pay  period  following  June  15,  1957, 
paragraph  (b)  is  amended  by  the  addi¬ 
tion  of  the  following: 

Abidjan,  Ivory  Coast. 

Dated:  December  27, 1957. 

For  the  Secretary  of  State. 

(Sec.  102,  Part  I,  E.  O.  10,000,  13  F.  R.  5453, 
3  CFR,  1948  Supp.) 

Loy  W.  Henderson, 
Deputy  Under  Secretary 

for  Administration. 

(P.  R.  Doc.  58-197;  Piled,  Jan,  9,  1958; 
8:45  a.  m.] 


TITLE  17— COMMODITY  AND 
SECURITIES  EXCHANGES 

Chapter  II — Securities  and  Exchange 
Commission 

P.4RT  230 — General  Rules  and  Regula¬ 
tions,  Securities  Act  of  1933 

COMMUNICATIONS  NOT  DEEMED  A  PROSPEC¬ 
TUS;  PROSPECTUS  FOR  USE  PRIOR  TO 
EFFECTIVE  DATE 

The  Securities  and  Exchange  Com¬ 
mission  announced  today  that  it  has 
adopted  certain  amendments  to  §  230.134 
and  §  230.433  (Rules  134  and  433)  under 
the  Securities  Act  of  1933.  Rule  134 
specifies  the  information  required  and 
permitted  to  be  included  in  an  advertise¬ 
ment  or  other  communication,  not 
deemed  to  be  a  prospectus,  with  respect 
to  a  security  when  published  or  trans¬ 
mitted  to  any  person  after  a  registration 
statement  has  been  filed.  Rule  433  re¬ 
lates  to  the  use  of  a  preliminary  prospec¬ 
tus  prior  to  the  effective  date  of  a  reg¬ 
istration  statement. 

The  principal  purpose  of  the  amend¬ 
ments  is  to  modify  the  legend  required 
by  paragraph  (b)  (1)  of  §  230.134  (Rule 
134)  and  paragraph  (b)  of  §  230.433 
(Rule  433)  to  be  included  in  all  adver¬ 
tisements  or  preliminary  prospectuses,  as 
the  case  may  be,  so  that  the  wording  of 
such  legend  will  be  the  same  as  that 
required  by  State  securities  administra¬ 
tors.  The  adoption  by  the  Commission 
of  the  modified  forms  of  legend  makes 
it  possible  to  use  in  such  advertisements 
or  preliminary  prospectuses  a  legend 
which  meets  both  Federal  and  State 
requirements. 


1.  Paragraph  (b>  (1)  of  §  230.134 

(Rule  134)  as  amended  reads  as  set  forth 
below. 

§  230.134  Communications  not  deemed 
a  prospectus.  *  •  * 

(b)  *  •  • 

(1)  If  the  registration  statement  has 
not  yet  become  effective,  the  following 
statement : 

A  registration  statement  relating  to  these 
securities  has  been  filed  with  the  Securities 
and  Exchange  Commission  but  has  not  yet 
become  effective.  These  securities  may  not 
be  sold  nor  may  offers  to  buy  be  accepted 
prior  to  the  time  the  registration  statement 
becomes  effective.  This  (communication) 
shall  not  constitute  an  offer  to  sell  or  the 
solicitation  of  an  offer  to  buy  nor  shall  there 
be  any  sale  of  these  securities  in  any  State 
in  which  such  offer,  solicitation  or  sale  would 
be  unlawful  prior  to  registration  or  qualifica¬ 
tion  under  the  securities  laws  of  any  such 
State. 

2.  Paragraph  (b)  of  §  230.433  (Rule 
433)  as  amended  reads  as  set  forth  be¬ 
low: 

§  230.433  Prospectus  for  use  prior  to 
effective  date.  *  *  * 

(b)  The  outside  front  cover  page  of 
such  form  of  prospectus  shall  bear,  in 
red  ink,  the  caption  “Preliminary  Pros¬ 
pectus”,  the  date  of  its  issuance,  and  the 
following  statement  printed  in  type  as 
large  as  that  used  generally  in  the  body 
of  such  prospectus; 

A  registration  statement  relating  to  these 
securities  has  been  filed  with  the  Securities 
and  Exchange  Commission  but  has  not  yet 
become  effective.  Information  contained 
herein  is  subject  to  completion  or  amend¬ 
ment.  These  securities  may  not  be  sold  nor 
may  offers  to  buy  be  accepted  prior  to  the 
time  the  registration  statement  becomes 
effective.  This  prospectus  shall  not  consti¬ 
tute  an  offer  to  sell  or  the  solicitation  of  an 
offier  to  buy  nor  shall  there  be  any  sales  of 
these  securities  in  any  State  in  which  such 
offier,  solicitation  or  sale  would  be  unlawful 
prior  to  registration  or  qualification  under 
the  securities  laws  of  any  such  State. 

The  Commission  finds  that  notice  and 
procedure  pursuant  to  the  Administra¬ 
tive  Procedure  Act  is  not  necessary  with 
respect  to  the  foregoing  action  since  such 
action  does  not  effect  any  substantial 
change  in  the  rules  as  heretofore  in 
effect. 

The  foregoing  action  is  taken  pur¬ 
suant  to  the  Securities  Act  of  1933,  par¬ 
ticularly  sections  10  and  19  (a)  thereof, 
and  shall  become  effective  immediately 
upon  publication.  January  10,  1958;  pro¬ 
vided  that  any  communication  published 
pursuant  to  Rule  134,  or  any  preliminary 
prospectus  used  pursuant  to  Rule  433,  in 
connection  with  a  registration  statement 
filed  with  the  Commission  prior  to  Feb¬ 
ruary  10,  1958,  need  only  comply  with 
the  applicable  requirement  of  such  rules 
as  heretofore  in  effect. 

(Sec.  19.  48  Stat.  85,  as  amended;  15  U.  S.  C. 
77s) 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

January  7, 1958. 

[F.  R.  Doc.  58-219;  Filed,  Jan.  9,  1958; 

8:49  a.  m.] 


TITLE  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  I — Coast  Guard,  Deportmenf 
of  the  Treasury 

ICGFR  57-50] 

Part  1 — General  Provisions 

Subpart  1.25 — Fees  and  Charges  for 

Copying,  Certifying,  or  Searchihg 

Records  and  for  Duplicate  Docu¬ 
ments  AND  Certificates 

DUPLICATE  MERCHANT  MARINE  DOCUMEKTS 
OR  CERTIFICATES 

By  virtue  of  the  authority  described 
with  the  regulations  below,  the  following 
amendments  in  this  document  are  pre¬ 
scribed  and  shall  become  effective  upon 
the  date  of  publication  of  this  document 
in  the  Federal  Register  : 

1.  Section  1.25-55  is  amended  by  re- 
vising  paragraph  (b)  and  adding  para¬ 
graph  (c) ,  which  read  as  follows: 

§  1.25-55  Excerpts  from  certain  mer¬ 
chant  marine  records.  *  *  * 

(b)  For  each  transcript  of  service  of 
a  merchant  seaman  prepared  in  letter 
form  for  some  one  other  than  the  mer¬ 
chant  seaman  whose  service  is  described 
therein,  the  fee  shall  be  $0.25  for  each 
entry  with  a  minimum  fee  of  $3.00. 

(c)  For  a  transcript  of  service  of  a 
merchant  seaman  which  is  furnished  to 
the  seaman  on  Form  CG-723,  the  fee  is 
$0.35  for  the  first  entry  and  $0.10  for  each 
additional  entry  requested  at  the  same 
time. 

(Sec.  501,  65  Stat.  290,  5  U.  S.  C.  140) 

2.  Section  1.25-65  is  amended  to  read 
as  follows: 

§  1.25-65  Duplicate  merchant  marine 
documents  or  certificates.  The  fees  to 
obtain  certain  duplicate  merchant  ma¬ 
rine  documents  or  certificates  are  as 
follows ;  ( 

(a)  Certificate  of  registry  as  staff  offi¬ 
cer  (Form  CG^887).  The  fee  for  a 
duplicate  certificate  of  registry  as  staff 
officer  is  $1.50.  (See  46  CFR  10.25-7 
(D.) 

(b)  Continuous  discharge  book  (Form 
CG-719A).  The  fee  for  a  duplicate  con¬ 
tinuous  discharge  book  is  $1.50.  (See  46 
CFR  12.02-23.) 

(c)  Merchant  mariner's  document 
(Form  CG-2838).  The  fee  for  a  dupli¬ 
cate  merchant  mariner’s  document  is 
$1.50.  (See  46  CFR  12.02-23.) 

(d)  Certificate  of  discharge  to  mer¬ 
chant  seaman  (Form  CG-718A).  The 
fee  for  a  duplicate  certificate  of  dis¬ 
charge  is  $0.35.  (See  46  CFR  12.02-23 
(b).) 

(e)  Certificate  of  seaman’s  service 
(Form  CG-723).  In  lieu  of  issuing  an 
individual  duplicate  certificate  of  dis¬ 
charge  (Form  CG-718A)  to  a  merchant 
seaman,  the  Coast  Guard  is  authorized 
by  46  cm  154.07  to  issue  such  seaman  a 
chronological  record  of  his  previous  em¬ 
ployment.  The  fee  for  furnishing  infor¬ 
mation  on  Form  CG-723  to  the  merchant 
seaman  described  therein  is  $0.35  for  the 
first  entry  and  $0.10  for  each  additional 
entry  requested  at  the  same  time.  (See 
46  CFR  12.02-23  (b).) 
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friday,  January  10,  1958 


/fipc  7  63  Stat.  1147.  as  amended,  sec.  7, 
1936,  as  amended,  sec.  501,  65  Stat. 
SJo  46  U.  S.  C.  247.  689,  5  U.  S.  C.  140) 

Dated:  December  16,  1957. 

[SEAI.1  A.  C.  Richmond, 

Vice  Admiral.  U.  S.  Coast  Guard, 
Commandant. 


Approved:  January  2, 1958. 

A.  Gilmore  Flues, 

Acting  Secretary  of  the  Treasury. 

tR  R.  Doc.  58-208;  Filed,  Jan.  9,  1958; 
*  ■  ’  8:47  a.  m.] 

jITLE  38— PENSIONS,  BONUSES, 
and  VETERANS’  RELIEF 

Chapter  I — ^Veterans  Administration 

4 _ Dependents  and  Beneficiaries 

Claims 


miscellaneous  amendments 

1.  Immediately  above  the  centerhead 
“HUng  of  Claims  and  Supporting  Evi¬ 
dence”  insert  new  centerhead  “Death 
Compensation  and  Pension”. 

2.  A  new  §  4.0  is  added  and  former 
§  4.0  is  amended  and  redesignated  §  4.0a 
so  that  the  added,  amended  and  redesig¬ 
nated  material  reads  as  follows ; 

§  4.0  General.  The  provisions  of 
§§  4.0  through  4.185  are  applicable  to  the 
payment  of  death  compensation  and 
pension. 

(a)  Death  compensation  may  be  pay¬ 
able  where  death  of  the  person  who 
served  occurred  before  January  1,  1957 
or,  if  death  occurred  on  or  after  May  1, 
1957,  under  the  circumstances  outlined 
in  paragraph  (b)  of  this  section. 

(b)  Death  compensation  may  be  pay¬ 
able  if  the  person  who  served  died  on  or 
after  May  1,  1957  and  had  in  effect  at 
the  date  of  death  a  policy  of  National 
Service  life  insurance  or  United  States 
Government  life  insurance  under  waiver 
of  premiums  under  section  622  of  the 
National  Service  Life  Insurance  Act  of 
1940,  as  amended;  Provided,  however. 
That  if  the  person  w'ho  served  was  eli¬ 
gible  to  waiver  of  premiums  under  the 
first  proviso  of  section  622  (a)  of  the 
National  Service  Life  Insurance  Act  of 
1940,  as  amended,  death  compensation 
may  be  payable  if  his  death  occurred 
more  than  120  days  after  his  return  to 
military  jurisdiction  (sec.  501  (a)  (3) 
(B),  Public  Law  881,  84th  Cong.). 

(c)  No  person  eligible  for  dependency 
and  indemnity  compensation  by  reason 
of  a  death  occurring  on  or  after  Janu¬ 
ary  1,  1957  shall  be  eligible  by  reason  of 
such  death  for  death  compensation  or 
pension  under  any  other  law  adminis¬ 
tered  by  the  Veterans  Administration 
(sec.  208,  Public  Law  881,  84th  Cong.). 

(Secs.  208,  501,  70  Stat.  866,  880;  38  U.  S.  C. 
1118,  823  note) 

Cross  Reference  :  Election  of  dependency 
and  indemnity  compensation.  See  §§  4.552 
(d)  and  4.924  through  4.927. 

§  4.0a  Application  for  death  bene~ 
/its— (a)  General.  (1)  A  specific  claim 
on  the  form  prescribed  by  the  Adminis¬ 
trator  of  Veterans  Affairs  must  be  filed 
by  the  widow,  child  or  children,  and/or 
dependent  mother  or  father  applying  for 
No.  7 - 2 


pension  or  compensation,  or  by  the  claim¬ 
ant  for  accrued  benefits.  A  claim  for 
compensation  under  the  General  Law 
based  on  service  prior  to  April  21,  1898, 
must  be  executed  before  a  notary  pub¬ 
lic  or  other  officer  authorized  to  admin¬ 
ister  oaths  for  general  purposes  or  be¬ 
fore  an  employee  of  the  Veterans  Admin¬ 
istration  to  whom  authority  to  admin¬ 
ister  oaths  has  been  delegated  by  the 
Administrator.  A  claim  for  pension  or 
compensation  filed  by  a  widow,  or  by  the 
next  friend  or  guardian  of  a  chUd,  or 
by  a  parent,  will  also  be  considered  as  a 
claim  for  any  accrued  amount  due.  An 
application  on  VA  Form  VB  8-4182  filed 
with  Social  Security  Administration  as 
outlined  in  §  4.931  (c)  will  be  considered 
a  claim  for  compensation,  pension  or 
accrued  benefits  (sec.  601,  Public  Law 
881,  84th  Cong.). 

(2)  A  claim  filed  by  a  widow  in  which 
additional  pension  or  compensation  is 
claimed  on  accoimt  of  a  child  or  children 
in  her  custody  who  herself  does  not 
have  title,  will  be  accepted  as  a  valid 
claim  on  behalf  of  the  child  or  children. 
In  such  cases,  if  a  determination  of  the 
widow’s  entitlement  will  be  unduly  de¬ 
layed,  and  the  child  or  children  are  in 
need  and  their  entitlement  is  established, 
death  compensation  or  pension  shall  be 
payable  to  the  child  or  children  at  the 
rates  provided  where  there  is  no  widow. 

(3)  When  the  claim  of  a  widow  is  disal¬ 
lowed,  including  disallowance  for  failure 
to  furnish  evidence,  and  evidence  ade¬ 
quate  to  establish  entitlement  of  a  child 
or  children  who  were  included  in  the 
widow’s  claim  is  furnished  within  1  year 
from  the  date  of  request  (requested 
either  prior  or  subsequent  to  the  disal¬ 
lowance  of  the  widow’s  claim) ,  the  award 
for  the  child  or  children  will  be  made  as 
if  the  disallowed  claim  had  been  filed 
solely  on  their  behalf;  otherwise,  pay¬ 
ments  may  not  be  made  for  the  child  or 
children  for  any  period  prior  to  the  date 
of  receipt  of  a  new  claim  (formal  or 
informal) . 

'  (b)  Furnishing  of  claim  forms  by  the 

Veterans  Administration — (1)  General. 
Upon  receipt  of  notice  of  death  of  a 
veteran,  the  appropriate  application 
blank  (VA  Form  VB  8-534  or  8-535)  will 
be  forwarded  for  execution  by  or  on  be¬ 
half  of  any  dependent  who  has  apparent 
entitlement  to  death  compensation  or 
pension.  If  the  potential  claim  involves 
establishment  of  foster  relationship,  VA 
Form  8-524  will  also  be  sent.  If  it  is 
not  indicated  that  any  person  would  be 
entitled  to  receive  death  compensation 
or  pension,  but  there  is  payable  accrued 
disability  compensation,  disability  pen¬ 
sion,  retirement  pay,  subsistence  allow¬ 
ance,  readjustment  allowance  or  educa¬ 
tion  and  training  allowance,  not  paid 
during  the  veteran’s  lifetime,  VA  Form 
8-614,  or  where  appropriate  VA  Form 
VB  8-551,  will  be  forwarded  to  the  pre¬ 
ferred  dependent.  In  all  letters  trans¬ 
mitting  applications  for  accrued  benefits, 
notice  of  the  time  limit  for  filing  claim 
will  be  included. 

(2)  Accrued  readjustment  allowance. 
A  claim  for  accrued  readjustment  allow¬ 
ance  will  be  initiated  only  upon  receipt 
of  a  certification  from  the  readjustment 


allowance  agent  showing  the  amount 
payable  and  the  period  covered  thereby. 

(3)  Death  due  to  Veterans  Adminis¬ 
tration  hospital  treatment,  etc.  An  ap¬ 
plication  for  benefits  under  section  31, 
Public  Law  141,  73d  Congress,  section 
12,  Public  Law  866,  76th  Congress,  sec¬ 
tion  2  (par.  4,  Part  VII) ,  Public  Law  16, 
78th  Congress,  or  Public  Law  894,  81st 
Congress,  will  not  be  initiated.  A  state¬ 
ment  on  VA  Form  VB  8-534  or  8-535  or 
in  a  separate  communication  showing 
an  intent  to  file  a  claim  imder  those 
specific  provisions  of  the  law  may  be 
accepted  as  a  claim. 

(c)  Informal  claims.  The  provisions 
of  §  3.27  of  this  chapter  are  for  applica¬ 
tion  under  any  law  authorizing  the  pay¬ 
ment  of  death  pension  or  death  com¬ 
pensation  where  the  claim  is  based  upon 
service  rendered  on  or  after  April  21, 
1898  (sec.  1,  Public  Law  144,  78th  Cong.) . 

(d)  New  and  material  evidence.  Ex¬ 
cept  as  provided  in  §  4.77  (g)  (2) ,  for  the 
purposes  of  any  law  authorizing  the  pay¬ 
ment  of  death  pensions  or  death  com¬ 
pensation  based  on  service  rendered  on 
or  after  April  21,  1898,  new  and  material 
evidence  relating  to  the  same  factual 
basis  as  that  of  a  finally  disallowed  claim 
shall  be  accepted  as  a  claim  in  determin¬ 
ing  the  commencing  date  of  an  award, 
when  such  evidence  or  accompanying 
communication  meets  the  requirements 
of  an  informal  claim  (par.  I  (a)  (3), 
Part  I,  Vet.  Reg.  2  (d)  (38  U.  S.  C.  ch. 
12A),  and  sec.  1,  Public  Law  144,  78th 
Cong.).  (See  §§  3.201  and  3.205  of  this 
chapter.) 

(e)  Time  limit — (1)  Notice  of  time 
limit  for  filing  evidence.  In  the  event 
the  claimant’s  application  is  not  com¬ 
plete  at  the  time  of  original  submission, 
the  Veterans  Administration  will  notify 
the  claimant  of  the  evidence  necessary 
to  complete  the  application  and,  if  such 
evidence  is  not  received  within  1  year 
from  the  date  of  request  therefor,  pen¬ 
sion  or  compensation  may  not  be  paid 
by  virtue  of  that  application  (par.  I  (a) 
(2) ,  Part  I,  Vet.  Reg.  2  (d) ) . 

(2)  Failure  to  furnish  claim  or  notice 
of  time  limit.  Failure  to  furnish  a  po¬ 
tential  claimant  any  form  or  informa¬ 
tion  concerning  the  right  to  file  claim  for 
pension  or  compensation,  or  to  furnish 
notice  of  the  time  limit  for  the  submis¬ 
sion  of  evidence,  or  to  furnish  notice  of 
the  time  limit  for  the  filing  of  an  appeal 
(see  §  3.7  of  this  chapter)  will  not  extend 
the  period  allowed  for  these  actions. 

3.  In  §  4.32,  paragraph  (b)  is  amended 
to  read  as  follows: 

§  4.32  Death  of  veteran  due  to  peace¬ 
time  service:  Public  Law  2,  73d  Congress, 
as  amended,  and  accessory  acts.  *  *  * 

(b)  Reserve  service  and  National 
Guard.  For  the  purposes  of  Public  Law 
159,  75th  Congress  (act  of  June  23, 1937) , 
as  amended,  and  for  the  purposes  of  Pub¬ 
lic  Law  108,  81st  Congress,  the  surviving 
widow,  child  or  children,  and  dependent 
mother  or  father  of  any  deceased  person 
who  dies  or  has  died  as  a  result  of  injury 
or  disease  incurred  in  line  of  duty  while 
performing  military  or  naval  service  as 
set  forth  in  §  3.1  (1)  shall  be  entitled  to 
receive  compensation  at  the  appropriate 
rates  specified  in  §  4.122.  The  foregoing 
is  applicable  where  entitlement  based  on 
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the  service  of  a  naval  reservist  arises 
solely  under  the  liberalizing  definition  of 
service  contained  in  Public  Law  732,  75th^ 
Congress  (act  of  June  25,  1938),  and* 
section  501  (f).  Public  Law  881,  84th 
Congress,  provided  the  death  was  the  re¬ 
sult  of  physical  injury.  For  the  purposes 
of  the  latter  acts,  sickness  or  disease  shall 
not  be  regarded  as  an  injury. 

4.  In  §  4.51,  new  paragraphs  (d)  (3) 
and  (e)  are  added  to  read  as  follows: 

§  4.51  Concurrent  payment  of  two 
benefits  to  the  same  person.  •  •  • 

(d)  Employees  compensation.  *  *  * 

(3)  Death  benefits  based  on  military 

service  are  not  payable  by  the  Bureau  of 
Employees’  Compensation  for  a  death 
which  occurred  on  or  after  January  1, 
1957  (secs.  501  (e),  (f)  and  502,  Public 
Law  881,  84th  Cong.). 

(e)  Children;  two  parents  in  same 
parental  line.  Death  compensation  is 
not  payable  for  a  child  if  dependency 
and  indemnity  compensation  is  paid  to 
or  for  the  child  or  to  the  widow  on  ac¬ 
count  of  the  child  by  reason  of  the  death 
of  another  parent  in  the  same  parental 
line.  See  §§  4.52  (d)  (4)  and  4.459. 
(Sec.  209  (d) ,  Public  Law  881, 84th  Cong.) 
There  is  no  prohibition  in  such  cases 
against  concurrent  payment  of  death 
compensation  and  death  compensation 
or  the  concurrent  payment  of  death  pen¬ 
sion  and  either  death  compensation  or 
dependency  and  indemnity  compensa¬ 
tion. 

5.  In  §  4.52,  paragraphs  (a)  and  (c) 
are  amended  and  a  new  paragraph  (d) 
is  added  to  read  as  follows: 

§  4.52  Right  of  election  between  Vet¬ 
erans  Administration  benefits — (a)  Gen¬ 
eral.  A  person  entitled  to  receive  pension 
or  compensation  under  more  than  one 
law  administered  by  the  Veterans  Ad¬ 
ministration  on  account  of  the  death  of 
the  same  person  may  elect  to  receive 
benefits  under  any  law,  regardless  of 
whether  it  is  the  greater  or  lesser  benefit. 
Any  person  who  elects  to  receive  pension 
or  compensation  under  one  of  two  or 
more  laws,  places  the  right  under  the 
other  law  or  laws  in  suspense  and  may  at 
any  time  cause  the  suspension  to  be  lifted 
by  making  another  election.  The  elec¬ 
tion  by  the  widow  settles  the  question  as 
to  which  statute  is  applicable  and  her 
election  controls  not  only  her  claim  but 
those  of  the  children  as  well.  (See  also 
§  3.302  of  this  chapter.) 

'  •  *  •  •  * 

(c)  War  Orphans’  Educational  Assist¬ 
ance  Act  of  1956.  Election  of  benefits 
under  Public  Law  634,  84th  Congress, 
shall  be  a  bar  in  the  same  or  any  other 
case  to  further  payments  of  death  com¬ 
pensation  or  pension  after  age  18  because 
of  approved  school  attendance.  Election 
of  benefits  under  Public  Law  634,  84th 
Congress,  is  final  after  one  payment  has 
been  made  under  that  act  to  or  for  the 
child  or  as  an  administrative  allowance 
to  the  school.  Payment  will  be  con¬ 
sidered  to  have  been  made  when  the 
school  has  submitted  a  certification  of 
the  eligible  person’s  enrollment  and  a 
certification  of  training,  thereby  estab¬ 
lishing  entitlement  to  payment  of  an 


administrative  (the  reporting)  allow¬ 
ance  for  the  certification  rendered. 

(d)  Dependency  and  indemnity  com¬ 
pensation.  (1)  Any  person  who,  on  or 
after  December  31,  1956,  is  eligible  for 
death  compensation  by  reason  of  a  death 
occurring  on  or  before  that  date  may  re¬ 
ceive  dependency  and  indemnity  com¬ 
pensation  upon  application  therefor,  as 
provided  in  §  4.424  (a)  and  (b).  (Sec. 
206  (a)  (1)  and  (2),  Public  Law  881, 
84th  Cong.) 

(2)  Whenever  the  widow  of  a  deceased 
person  has  been  granted  dependency  and 
indemnity  compensation,  payments  shall 
not  thereafter  be  made  to  or  for  the 
widow  or  children  by  reason  of  the  death 
of  the  deceased  person  under  any  other 
law  administered  by  the  Veterans  Ad¬ 
ministration  providing  for  the  payment 
of  compensation  or  pension.  See  §  4.425 
(a).  (Sec.  206  (b)  (1),  Public  Law  881, 
84th  Cong.) 

(3)  Whenever  the  child  or  parent  of 
any  deceased  person  has  been  granted  de¬ 
pendency  and  indemnity  compensation, 
payments  shall  not  thereafter  be  made 
to  or  for  such  child  or  parent  by  reason 
of  the  death  of  the  deceased  person  under 
any  other  law  administered  by  the  Vet¬ 
erans  Administration  providing  for  the 
payment  of  compensation  or  pension. 
See  §  4.425  (b).  (Sec.- 206  (b)  (2),  Pub¬ 
lic  Law  881,  84th  Cong.) 

(4)  Where  a  child  is  eligible  for  de¬ 
pendency  and  indemnity  compensation 
based  on  the  service  of  one  parent  and  is 
also  eligible  for  death  compensation 
based  on  the  service  of  another  parent 
in  the  same  parental  line,  an  election  to 
receive  benefits  in  one  case  places  the 
right  to  receive  benefits  in  the  other  case 
in  suspension.  The  suspension  may  be 
lifted  at  any  time  by  making  another 
election.  See  §  4.459.  (Sec.  209  (d). 
Public  Law  881,  84th  Cong.) 

6.  In  §  4.77,  a  new  paragraph  (m)  is 
added  to  read  as  follows; 

§  4.77  Death  pension  or  compensaticfn 
payable  solely  by  virtue  of  certain 
amendatory  laws.  *  *  * 

(m)  Public  Law  881,  84th  Congress, 
sections  501  (b)  (1)  and  501  (d) ;  Public 
Health  Service  and  Coast  and  Geodetic 
Survey.  The  date  of  commencement  of 
original  awards  payable  solely  as  the  re¬ 
sult  of  the  provisions  of  sections  501  (b) 
(1)  and  (d>.  Public  Law  881,  84th  Con¬ 
gress,  based  on  service  in  Public  Health 
Service  on  or  after  July  4,  1952  (see  §  3.1 

(e)  (2>  of  this  chapter)  or  service  in 
Coast  and  Geodetic  Survey  on  or  after 
July  29,  1945  (see  §  3.1  (p)  (4)  of  this 
chapter),  shall  be  the  day  following  the 
date  of  death  if  claim  was  filed  within 
1  year  after  the  date  of  death,  otherwise 
the  date  of  filing  claim,  but  in  no  event 
prior  to  January  1,  1957.  A  claim  pend¬ 
ing  on  January  1, 1957  shall  be  considered 
a  claim  under  this  act. 

7.  In  §  4.98,  paragraph  (g)  (2)  Is 

amended  to  read  as  follows: 

§  4.98  Payment  of  pension  or  compen¬ 
sation  based  on  school  attendance.  *  *  • 

(g)  When  child  marries,  ceases  to  at¬ 
tend  course,  or  reaches  age  of  21  years. 


(2)  Election  of  benefits  under  the  War 
Orphans’  Educational  Assistance  Act  oi 
1956.  Payments  of  pension  or  compen. 
sation  under  this  section  will  terminate 
the  date  preceding  the  commencemem 
date  of  benefits  under  the  War  Orphans’ 
Educational  Assistance  Act  of  low 
(Public  Law  634,  84th  Cong.).  An  elec- 
tion  of  benefits  under  Public  Law  634 
84th  Congress,  will  not  preclude  the  al¬ 
lowance  of  pension  or  compensation 
which  is  otherwise  payable  based  upon 
school  attendance  for  periods,  including 
vacation  periods,  prior  to  commencement 
of  benefits  under  such  act.  i 

8.  Immediately  after  §  4.118  a  new 
§  4.119  is  added  to  read  as  follows; 

§4.119  Protection  of  right  to  death 
compensation  based  on  death  prior  to 
January  1,  1957.  The  amendment  or  re¬ 
peal  of  any  provision  of  law  by  Public 
Law  881,  84th  Congress,  shall  not  operate 
to  deprive  any  person  of  death  compen¬ 
sation  which  such  person  would  be  eli¬ 
gible  to  receive,  but  for  such  amendmait 
or  repeal,  by  reason  of  the  death  of  any 
person  which  occurred  prior  to  January 
1,  1957  (sec,  603  (b).  Public  Law  881, 
84th  Cong.). 

(Sec.  603,  70  Stat.  887;  38  U.  S.  C.  1131  note) 

9.  In  §  4.122,  a  new  introductory  para¬ 
graph  is  added  immediately  before  para¬ 
graph  (a)  and  a  new  paragraph  (d)  is 
added  to  read  as  follows: 

§  4.122  Death  due  to  peacetime  serv¬ 
ice.  'The  provisions  of  this  section  are 
applicable  where  death  occurred  prior 
to  January  1.  1957,  or  where  death 
occurred  on  or  after  May  1,  1957,  while 
National  Service  life  insurance  or  United 
States  Government  life  insurance  was  in 
force  under  waiver  of  premium  as  out¬ 
lined  in  §  4.0  (b).  (Sec.  501  (s).  Public 
Law  881, 84th  Cong.) 

*  *  «  •  • 

(d)  Other  payees  in  class  receiving 
dependency  and  indemnity  compensa¬ 
tion.  If  one  child  or  parent  is  receiving 
dependency  and  indemnity  compensa¬ 
tion,  the  rate  of  death  compensation  for 
another  child  or  parent  shall  not  exceed 
the  amount  which  would  be  paid  if  all 
persons  in  the  same  class  were  receiving 
death  compensation.  See  §§  4.449  (c) 
and  4.450  (f).  (Sec.  206  (c)  and  (d), 
Public  Law  881,  84th  Cong.) 

10.  In  §  4.124,  a  new  introductory 
paragraph  is  added  immediately  before 
paragraph  (a)  and  a  new  paragraph  (c) 
is  added  to  read  as  follows: 

§  4.124  Death  due  to  wartime  service 
or  Korean  conflict.  The  provisions  of 
this  section  are  applicable  where  death 
occurred  prior  to  January  1,  1957,  or 
where  death  occurred  on  or  after  May 
1, 1957,  while  National  Service  life  insur¬ 
ance  or  United  States  Government  life 
insurance  was  in  force  under  waiver  of 
premium  as  outlined  in  §  4.0  (b).  (Sec. 
501  (s),  PubUc  Law  881,  84th  Cong.) 
***** 

(c)  Other  payees  in  class  receiving^- 
pendency  and  indemnity  compensation. 
If  one  child  or  parent  is  receiving  de¬ 
pendency  and  indemnity  compensation, 
the  rate  of  death  compensation  for  an- 
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other  child  or  parent  shall  not  exceed 
♦he  amount  which  would  be  paid  if  all 
-gjsons  in  the  same  class  were  receiving 
j«th  compensation.  See  §§  4.449  (c) 
and  4-450  (f).  (Sec.  206  (c)  and  (d), 
public  Law  881,  84th  Cong.) 

11.  In  §  4.160,  paragraphs  (a)  (4) ,  (5) , 
and  (6),  and  (c)  (2)  are  amended,  para¬ 
graph  (d)  is  canceled,  and  former  para- 
^phs  (e)  and  (f)  are  redesignated 
paragraphs  (d)  and  (e)  to  read  as 
follows: 

}  4.160  Under  section  12,  Public  Law 
J44,  78th  Congress — (a)  Basic  entitle^ 

pk.*  *  * 

(4)  Upon  the  death  of  a  child,  to  the 
juMving  child  or  children  of  the  veteran 
entitled  to  death  compensation,  depend¬ 
ency  and  indemnity  compensation  or 
death  pension. 

(5)  In  all  other  cases,  including  those 
In  which  the  accrued  death  compensa¬ 
tion  or  death  pension  was  payable  for  a 
child  as  an  apportioned  share  of  the 
widow’s  benefit,  only  so  much  of  the  un¬ 
paid  pension,  compensation,  or  retire¬ 
ment  pay  may  be  paid  as  may  be  neces¬ 
sary  to  reimburse  a  person  who  bore  the 
expense  of  last  sickness  and  burial :  Pro- 
cided,  however.  That  no  part  of  any  of 
the  accrued  pension,  compensation,  or 
retirement  pay  shall  be  used  to  reim¬ 
burse  any  political  subdivision  of  the 
United  States  for  expense  incurred  in 
the  last  sickness  or  burial  of  such  person. 

(6)  Payment  of  the  benefits  author¬ 
ized  by  this  section  will  not  be  made 
unless  claim  therefor  be  received  in  the 
Veterans  Administration  within  1  year 
from  the  date  of  death  of  the  beneficiary 
or  1  year  after  July  13,  1943,  whichever 
is  later,  and  such  claim  is  perfected  by 
the  submission  of  the  necessary  evidence 
within  1  year  from  the  date  of  the  re¬ 
quest  therefor  by  the  Veterans  Adminis¬ 
tration:  Provided,  however.  That  a  claim 
for  death  compensation,  dependency  and 
Indemnity  compensation  or  death  pen¬ 
sion  by  an  apportionee,  widow,  child,  or 
dependent  parent  shall  be  deemed  to  in¬ 
clude  claim  for  any  accrued  benefits 
(sec.  12,  Public  Law  144,  78th  Cong.). 
Bee  §4.431  (a). 

•  *  *  *  • 

(c)  Definitions.  •  •  • 

(2)  The  term  “child”  is  as  defined  in 
14.14  (c)  and  includes  an  unmarried 
child  who  became  helpless  prior  to  at¬ 
taining  18  years  of  age  as  well  as  an 
unmarried  child  over  the  age  of  18  but 
not  over  21  years  of  age,  who  was  pur¬ 
suing  a  course  of  instruction  within  the 
meaning  of  §  4.98  (a)  at  the  time  of  the 
payee’s  death :  Provided,  only.  That  upon 
the  death  of  a  child  in  receipt  of  pension 
'or  compensation,  any  accrued  shall  be 
payable  to  the  surviving  child  or  children 
of  the  veteran  entitled  to  death  pension, 
death  compensation  or  dependency  and 
indemnity  compensation.  Upon  the 
death  of  a  child,  another  child  who  has 
elected  benefits  under  the  War  Orphans’ 
Educational  Assistance  Act  of  1956  may 
receive  accrued  pension  or  compensation 
payable  on  behalf  of  the  deceased  child 
lor  periods  prior  to  the  commencement 
1  of  b^efits  under  that  act. 


(d)  Readjustment  allowance,  subsist¬ 
ence  allowance,  and  education  and  train¬ 
ing  allowance.  Readjustment  allowance 
and  subsistence  allowance  imder  the  pro¬ 
visions  of  Public  Law  346,  78th  Congress, 
as  amended,  and  subsistence  allowance 
(including  the  2-months’  post-rehabili¬ 
tation  allowance  which  became  payable 
when  the  veteran’s  employability  was  de¬ 
termined)  imder  the  provisions  of  Public 
Law  16,  78th  Congress,  as  amended  by 
Public  Law  268,  79th  Congress,  and  edu¬ 
cation  and  training  allowance  under  the 
provisions  of  Public  Law  550,  82d  Con¬ 
gress,  remaining  due  and  unpaid  at  the 
date  of  the  veteran’s  death,  shall  be  pay¬ 
able  under  the  provisions  of  this  section: 
Provided,  That  readjustment  allowance 
shall  be  payable  only  under  the  provi¬ 
sions  of  paragraphs  (a)  and  (c)  of  this 
section. 

(e)  War  Orphans’  Educational  Assist¬ 
ance  Act  of  1956.  Educational  assist¬ 
ance  allowance  or  special  restorative 
training  allowance  under  Public  Law  634, 
84th  Congress,  remaining  due  and  unpaid 
at  the  date  of  the  eligible  person’s  death 
shall  be  payable  only  to  another  child 
or  children  of  the  veteran  under  para¬ 
graph  (a)  (4)  of  this  section  (see  also 
paragraph  (c)  (2)  of  this  section),  or 
on  the  expenses  of  last  sickness  and 
burial  under  paragraph  (a)  (5)  of  this 
section. 

12.  In  §  4.162,  the  headnote,  that  por¬ 
tion  of  paragraph  (a)  preceding  subpara¬ 
graph  (1),  and  paragraph  (c)  are 
amended  to  read  as  follows: 

§  4.162  Lump  sums  payable  at  death 
of  competent  veteran  where  award  was 
reduced  by  reason  of  hospital  treatment, 
institutional  or  domiciliary  care  by  the 
Veterans  Administration.  *  *  • 

(a)  Basic  entitlement.  -Except  as  pro¬ 
vided  in  §  4.163,  in  the  event  the  death 
of  any  veteran,  whose  award  of  disability 
pension,  compensation,  or  retirement  pay 
was  reduced  pursuant  to  the  provisions 
of  section  1  (A)  (1) ,  Public  Law  662,  79th 
Congress,  occurs  while  the  veteran  is 
receiving  hospital  treatment,  institu¬ 
tional  or  domiciliary  care,  or  prior  to 
payment  of  any  lump  sum  authorized  by 
that  section,  such  lump  sum  shall  be  paid 
in  the  following  order  of  preference : 

•  •  *  «  • 

(c)  Lump  sum  withheld  after  dis¬ 
charge  from  institution.  The  provisions 
of  paragraphs  (a)  and  (b)  of  this  sec¬ 
tion  shall  apply  in  the  event  of  the  death 
of  any  veteran  prior  to  receiving  a  lump 
sum  which  was  withheld  because  treat¬ 
ment  or  care  was  terminated  by  him 
against  medical  advice  or  as  the  result  of 
disciplinary  action  (sec.  1  (A)  (1),  Public 
Law  662,  79th  Cong.). 

13.  Immediately  after  §  4.162,  a  new 
§  4.163  is  added  to  read  as  follows: 

§  4.163  Amounts  withheld  or  not  paid 
incompetent  veteran  where  award  has 
been  reduced  or  discontinued  by  reason 
of  hospital  treatment,  institutional  or 
domiciliary  care  by  the  Veterans  Ad¬ 
ministration.  Where  an  award  in  behalf 
of  an  incompetent  veteran  without  de¬ 
pendents  was  reduced  under  section  1 
(A)  (1),  Public  Law  662,  79th  Congress, 


in  accordance  with  section  1  (B)  of  that 
act  or  discontinued  pursuant  to  the  latter 
section,  because  of  hospitalization  or  in¬ 
stitutional  or  domiciliary  care  by  the- 
Veterans  Administration  and  the  veteran 
dies  before  payment  of  amounts  withheld 
or  not  paid  by  reason  of  such  care,  no 
part  of  such  amounts  shall  be  payable 
to  any  person.  The  term  “dies  before 
payment”  includes  cases  in  which  a  check 
was  issued  and  the  veteran  died  after 
receiving  a  check  and  before  settlement 
(i.  e.,  prior  to  negotiating  the  check) 
(sec.  1  (B) ,  Public  Law  662,  79th  Cong., 
as  amended  by  Public  Law  194,  81st 
Cong.;  sec.  1503  (b).  Public  Law  85-56). 
(Sec.  1503,  71  Stat.  138) 

(Sec.  210,  71  Stat.  91;  38  U.  S.  C.  2210) 

'This  regulation  is  effective  January  10, 
1958. 

[seal]  Robert  J.  Lamphere, 

Acting  Deputy  Administrator. 

[P.  R.  Doc.  58-207;  Piled.  Jan.  9,  1958; 

8:47  a.  m.] 


TITLE  47— -TELECOMMUNI¬ 
CATION 

Chapter  I— Federal  Communications 
Commission 

[Docket  No.  11785] 

[Rules  Amdt.  3-104;  PCC  58-11] 

Part  3— Radio  Broadcast  Services 

table  of  assignments,  television  broad¬ 
cast  STATIONS  (BAKERSFIELD,  CALIFORNIA) 

Report  and  order.  1.  The  Cmnmission 
has  before  it  the  proposals  set  out  in  its 
Notice  of  Rule  Making  (PCXJ  56-683) 
released  on  July  16,  1956,^  and  published 
in  the  Federal  Register  on  July  20,  1956 
(21  P.  R.  5449),  to  add  UHP  Channel  17 
or  UHP  CHiannels  17  and  39  to  Bakers¬ 
field,  California,  in  response  to  a  petition 
filed  by  California  Inland  Broadcasting 
Co.,  permittee  of  Station  KFRE-TV  on 
Channel  12  at  Fresno,  California,  as 
follows: 


City 

Channel  No. 

Present 

Proposed 

Bakersfield,  Calif _ 

10-,29 

10-,  17, 29  or 

10-,  17, 29, 

3»+. 

2.  Comments  were  filed  by  California 
Inland  and  by  three  Bakersfield  parties: 
Kern  County  Broadcasters,  Inc.  (KERO- 
TV)  ,  Bakersfield  Broadcasting  Company 
(KBAK-TV),  and  Marmat  Radio  Com¬ 
pany. 

3.  Bakersfield,  whose  population  in 
1950  numbered  34,784,  has  been  assigned 
Channels  10  and  29.  Kern  County 
Broadcasters,  Inc.,  operates  Station 
KERO-TV  on  VHP  Channel  10  and 
Bakersfield  Broadcasting  Co.,  operates 
Station  KBAK-TV  on  UHP  Channel  29. 
The  instant  proposals  would  add  Channel 
17  or  Channels  17  and  39  to  this  commu- 


»A  corrected  Notice  was  released  on  July 
18,  1956. 
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nity  without  any  other  changes  in  the 
Table  of  Assignments.  California  In¬ 
land  urges  that  the  two  UHP  channels 
would  conform  with  the  rules  and  would 
provide  a  full-time  outlet  for  national 
network  programs  and  for  an  additional 
non-network  station.  Marmat  Radio 
supports  the  proposal,  urging  that  the 
area  needs  and  can  support  additional 
television  outlets  and  that,  if  additional 
channels  are  made  available,  it  will  apply 
for  use  of  one  of  them. 

4.  Kern  County  Broadcasters  and 
Bakersfield  Broadcasting  Company,  li¬ 
censees  of  the  two  television  stations 
operating  in  Bakersfield,  oppose  the  as¬ 
signment.  They  argue  that  there  is  no 
need  for  an  additional  outlet  in  Bakers¬ 
field  since  all  three  networks  have 
affiliations  with  the  two  existing  stations 
and  83.2  percent  of  the  network  programs 
are  carried  by  these  stations.  They  con¬ 
tend  that  California  Inland,  operating  on 
Channel  12  at  Fresno,  seeks  the  addition 
of  UHF  channels  in  Bakersfield  so  that 
it  may  obtain  a  dominant  position  in 
the  whole  San  Joaquin  Valley  to  the 
detriment  of  the  existing  stations  in 
Bakersfield.  They  also  contend  that 
such  action  may  prejudice  action  which 
may  be  taken  on  proposals  advanced  in 
the  general  television  allocation  proceed¬ 
ing  in  Docket  11532.  Bakersfield  Broad¬ 
casting  has  urged  that  Bakersfield  should 
be  deintermixed  by  assigning  VHF  Chan¬ 
nel  12  or  8,  or  both,  to  make  Bakersfield 
all-VHF. 

5.  California  Inland  contends  in  reply 
that  the  assignment  of  additional  UHF 
channels  to  Bakersfield  is  in  accord  with 
the  objectives  of  the  Sixth  Report  in  that 
it  would  provide  for  multiple  outlets;  that 
it  would  strengthen  UHF  in  Bakersfield 
and  elsewhere;  and  would  further  the 
Commission’s  long-term  television  ob¬ 
jectives.  It  submits  that  licensees  are 
not  protected  from  additional  competi¬ 
tion  and  that  licensee  qualifications  and 
the  proposed  operations  of  permittees 
have  no  bearing  on  the  issues  in  an  allo¬ 
cation  proceeding  such  as  this. 

6.  On  July  26,  1957,  Sacramento 

Broadcasters,  Inc.,  filed  a  petition  re¬ 
questing  that  §  3.606  of  the  rules  be 
amended  to  add  Channel  17  to  Bakers¬ 
field  or,  in  the  alternative,  that  the  Com¬ 
mission  issue  an  immediate  decision  in 
the  instant  proceeding  taking  such 
action.  Sacramento  urges  that  Bakers¬ 
field  is  an  important  population,  manu¬ 
facturing,  and  industrial  center  and  that 
it  needs  an  additional  UHF  channel  to 
provide  a  full-time  outlet  for  a  third 
choice  of  local  and  network  programs. 
It  urges  that  there  is  no  reason  why 
Channel  17  should  not  be  added  to 
Bakersfield  even  though  the  Commission 
still  has  under  consideration  deinter¬ 
mixture  proposals  affecting  Bakersfield, 
and  that  if  the  channel  is  added  Sacra¬ 
mento  is  prepared  to  file  an  application 
immediately  and,  upon  receiving  a  grant, 
will  proceed  with  construction  of  a 
station  without  waiting  for  any  further 
Commission  action  relating  to  deinter¬ 
mixture  in  the  Bakersfield  area.  * 


-  On  April  9.  1957,  Bakersfield  Broadcasting 
Co.  filed  a  petition  for  rule  making  requesting 
the  substitution  of  Channel  39  for  Channel 
10  at  Bakersfield.  Oppositions  to  this  re- 


7.  On  September  11,  1957,  Bakersfield 
Broadcasting  Company,  permittee  of 
Station  KBAK-TV  on  UHF  Channel  29 
at  Bakersfield,  filed  an  opposition  to 
Sacramento’s  request,  pointing  out  that 
requests  are  pending  for  deintermixture 
of  Bakersfield,  either  by  adding  VHF 
channels  or  by  deleting  Channel  10. 
Bakersfield  Broadcasting  urges  that 
affirmative  action  on  Sacramento’s  re¬ 
quest  at  this  time  would  further  compli¬ 
cate  and  confuse  solution  of  the  tele¬ 
vision  problems  in  the  Bakersfield  area 
and  that  such  action  might  tend  to  prej¬ 
udice  and  complicate  the  reaching  of  a 
basic  policy  determination  regarding 
deintermixture  of  Bakersfield. 

8.  The  Commission  is  presented  with  a 
request  for  the  addition  of  two  UHF 
channels  to  Bakersfield,  both  of  which 
may  be  assigned  in  confonnance  with  the 
rules  and  without  requiring  any  other 
changes  in  the  Table  of  Assignments. 
Interest  has  been  shown  in  these  assign¬ 
ments  by  three  parties,  all  having  radio 
or  television  broadcast  experience.  We 
are  of  the  view  that  the  addition  of  the 
requested  UHF  channels  will  serve  the 
public  interest  since  they  will  make  it 
possible  for  the  people  in  this  area  to 
have  additional  local  television  outlets 
and  a  greater  choice  of  local  and  network 
programs. 

9.  While  we  have  considered  the  ob¬ 
jections  raised  to  any  change  in  the 
television  assignments  situation  at  Bak¬ 
ersfield  pending  our  resolution  of  the  de¬ 
intermixture  policy  question  involving 
Bakersfield  presented  by  pending  peti¬ 
tions,  we  do  not  find  them  persuasive. 
Moreover,  in  the  event  the  Commission 
should  determine  that  any  of  the  pro¬ 
posals  for  deintermixture  of  Bakersfield 
should  be  adopted,  it  would  take  consid¬ 
erable  time  to  effect  deintermixture  in 
the  area.  In  view  of  the  interest  dis¬ 
played  in  using  the  proposed  UHF  as¬ 
signments  to  bring  additional  television 
service  to  this  area  at  this  time,  w'e  do 
not  believe  that  we  would  be  warranted 
in  depriving  this  area  of  a  greater  choice 
of  local  outlets  and  television  programs 
because  of  the  pendency  of  these  deinter- 
mixtme  proposals.  As  for  the  arguments 
directed  to  the  use  that  one  of  the  parties 
might  make  of  an  added  UHP  channel  at 
Bakersfield  in  strengthening  its  television 
position,  we  are  of  the  view  that  they 
should  be  considered  in  a  licensing  pro¬ 
ceeding  rather  than  in  a  rule  making 
proceeding  where  assignments  to  com¬ 
munities  and  not  to  particular  parties  are 
under  consideration. 


quest  were  filed  by  Wrather-Alvarez  Broad¬ 
casting.  Inc.,  and  Kern  County  Broadcasters, 
Inc.  On  June  24,  1957,  Coast  Ventura  Co. 
filed  a  petition  requesting  the  deletion  of 
Channel  10  from  Bakersfield  and  its  assign¬ 
ment  to  Oxnard  or  Ventura,  California.  Op¬ 
positions  to  this  request  were  filed  by 
Wrather-Alvarez  Broadcasting  Co.,  Kern 
County  Broadcasters,  Inc.,  and  Channel  City 
Televisfon  and  Broadcasting  Corporation. 
On  April  29,  1957,  O’Neill  Broadcasting  Co. 
filed  a  request  for  the  deletion  of  Channel 
10  from  Bakersfield  and  the  substitution  of 
Channel  39  therefor.  Oppositions  to  this 
petition  were  filed  by  Wrather-Alvarez  and 
Kern  County  Broadcasters.  These  requests 
are  not  under  consideration  in  this  proceed¬ 
ing  and  are  therefore  not  discussed  further 
herein. 


10.  Authority  for  the  adoption  of  the 
amendments  is  contained  in  sections  a 
(i),  301,  303  (c),  (d),  (f)  and  (r)  and 
307  (b)  of  the  Communications  Act  of 

1934,  as  amended.  * 

11.  In  view  of  the  foregoing:  It  is  or¬ 
dered,  'That  the  above-described  petitions 
of  California  Inland  Broadcasting  Co 
and  Sacramento  Broadcasters,  Inc,,  are 
granted :  and  that,  effective  February  7 
1958,  the  Table  of  Assignments,  con-! 
tained  in  §  3.606  of  the  Commission’s 
rules  and  regulations,  is  amended,  insofar 
as  the  community  named  is  concerned  a.s 
follows: 

Ctfy  Channel  No. 

Bakersfield,  Calif _ 10—,  17,  29,39^, 

(Sec.  4,  48  Stat.  1066,  as  amended;  47  u.  S.  C 
154.  Interprets  or  applies  secs.  301,  303  307 
48  Stat.  1081,  1082,  1083;  47  U.  S.  C.  301  ’303  ' 
307)  ’  ’ 

Adopted:  January  3,  1958. 

Released:  January  6,  1958. 

Federal  Communications 
Commission, 

[seal]  M.ARY  Jane  Morris, 

Secretary. 

[F.  R.  Doc.  58-221;  Piled,  Jan.  9,  1958; 
8:50  a.  m.J 


[Rules  Arndt.  4-9;  FCC  58-13] 

Part  4 — Experimental,  Auxiliary,  and 
Special  Broadcast  Services 

TELEVISION  BROADCAST  TRANSLATOR 
stations;  CHANGES  IN  DATES 

Report  and  order.  1.  The  Commission 
has  before  it  for  consideration  §§  4.736 
(c)  and  4.750  (c)  of  its  rules  and  regu¬ 
lations  relating  to  television  broadcast 
translator  stations. 

2.  On  August  30,  1956,  the  Commission 
adopted  an  amendment  (FCC  56-823), 
published  in  the  Federal  Register  Sep¬ 
tember  8,  1956  (21  F.  R.  6827),  which 
added  footnotes  to  S§  4.736  (c)  and  4.750 
(c),  subparagraphs  (2)  and  (4)  pro¬ 
viding  that  transmitters  installed  prior 
to  January  1,  1958,  would  not  have  to 
meet  certain  requirements  as  to  the  sup¬ 
pression  of  emissions  outside  the  author¬ 
ized  channels,  provided  that  in  the  event 
interference  is  caused  to  other  stations 
as  the  result  of  such  out-of-band  emis¬ 
sions,  the  licensee  takes  such  steps  as 
might  be  necessai*y  to  eliminate  the 
interference;  and  that  limited  type  ap¬ 
proval  would  be  given  to  that  TV  trans¬ 
lator  equipment  submitted  prior  to  Sep¬ 
tember  1,  1957,  which  complied  with  the 
requirements  set  forth  in  §  4.750,  ex¬ 
cept  those  set  forth  in  subparagraphs, 
(2)  and  (4)  of  paragraph  (c),  provided 
reasonable  precautions  are  taken  in  the 
design  of  the  equipment,  to  minimize  the 
interference  potential. 

3.  A  large  number  of  'TV  translators 
having  such  limited  type  approval  have 
now  been  placed  in  operation,  and  no 
serious  interference  problems  have  been 
reported.  It  may  be  appropriate,  there¬ 
fore,  for  the  Commission  to  consider  the 
possibility  of  reducing  the  perfonnance 
requirements  originally  specified  for 
translator  equipment.  Pending  comple¬ 
tion  of  a  study  of  this  matter,  it  would 
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be  desirable  to  extend  the  period  within 
vhich  limited  type  approval  will  be 
granted  and  to  extend  the  cut-off  date  by 
which  time  equipment  having  limited 
type  approval  may  be  installed. 

4.  The  Commission  finds  that  in  light 
oI  the  nature  of  the  amendment  which 
merely  extends  the  date  for  compliance 
with  bandwidth  limits,  prior  notice  of 
rule  making  is  imnecessary.  Further¬ 
more,  since  the  amendment  adopted 
herein  represents  a  relaxation  of  the  re¬ 
quirements  by  postponing  the  date  for 
compliance,  the  amendment  may  be 
made  effective  less  than  thirty  (30)  days 
after  publication  in  the  Federal  Regis¬ 
ter.  Authority  for  the  adoption  of  the 
amendment  is  contained  in  sections 
4  (i),  303  (f)  and  303  (r)  of  the  Com¬ 
munications  Act  of  1934,  as  amended. 


DEPARTMENT  OF  THE  INTERIOR 

Fish  and  Wildlife  Service 
[  50  CFR  Part  46  1 

Alaska  Wildlife  Protection 

NOTICE  OF  PROPOSED  RULE  MAKING 

Cross  Reference:  For  proposal  re¬ 
lating  to  amendments  to  Part  46,  Title 
50,  Code  of  Federal  Regulations,  see  F.  R. 
Doc.  58-195,  Alaska  Game  Commission, 
infra. 

ALASKA  GAME  COMMISSION 

[  50  CFR  Parts  46,  162-164  1 

Alaska  Wildlife  Protection 

NOTICE  OF  proposed  RULE  MAKING 

Pursuant  to  section  4  (a)  of  the  Ad¬ 
ministrative  Procedure  Act  of  June  11, 
1946  (60  Stat.  237),  notice  is  hereby 
given: 

(a)  That  under  authority  contained 
in  section  9  of  the  Alaska  Game  Law  of 
January  13, 1925,  as  amended  (48  U.  S.  C. 
198) ,  the  Alaska  Game  Commission  pro¬ 
poses  to  recommend  the  adoption  by  the 
Secretary  of  the  Interior  of  amendments 
to  Part  46,  Title  50,  Code  of  Federal  Regu¬ 
lations,  which  will  specify  open  seasons, 
certain  closed  seasons,  means  of  taking, 
and  bag  limits  for  game  and  fur  animals, 
birds  and  game  fishes  in  Alaska  during 
the  year  beginning  July  1,  1958,  and 
ending  June  30,  1959.  On  the  basis  of 
currently  available  data,  only  minor 
changes  are  contemplated  in  season 
dates,  bag  limits,  and  means  of  taking. 
The  results  of  field  studies,  however,  now 
in  progress  may  warrant  recommenda¬ 
tions  for  amendments  in  Part  46  to  afford 
greater  protection  to  brown  and  grizzly 
bear  in  certain  wildlife  management 
units  in  Alaska. 

(b)  No  amendments  to  Parts  162-164, 
Title  50,  Code  of  Federal  Regulations, 
are  presently  contemplated.  If  neces- 
s^,  however,  the  Alaska  Game  Commis¬ 
sion  will  consider  making  such  amend- 


5.  In  view  of  the  foregoing:  It  is 
ordered.  That,  effective  January  6,  1958, 
footnote  1  to  §  4.736  (c)  is  amended  to 
specify  January  1, 1959,  instead  of  Janu¬ 
ary  1,  1958;  and  footnote  2  to  §  4.750  (c) 
(2)  and  (4)  is  amended  to  specify  Janu¬ 
ary  1,  1959,  instead  of  January  1,  1958, 
and  September  1,  1958,  instead  of  Sep¬ 
tember  1, 1957. 

(Sec.  4,  48  Stat.  1066,  as  amended;  47  U.  S.  C. 
154.  Interprets  or  applies  sec.  303,  48  Stat. 
1082,  as  amended;  47  U.  S.  C.  303) 

Adopted:  January  3,  1958. 

Released:  January  6;  1958. 

Federal  Communications 
Commission. 

[seal]  Mary  Jane  Morris, 

Secretary. 


ments  under  authority  contained  in 
section  8  and  subdivision  M  of  the  Alaska 
Game  Law  of  January  13,  1925,  as 
amended  (48  U.  S.  C.  199  subdivision  M). 

The  proposed  amendments  referred  to 
in  paragraph  (a)  and  any  that  may  be 
adopted  under  the  authority  contained 
in  paragraph  (b)  are  to  become  effective 
not  later  than  July  1,  1958. 

Interested  persons  are  hereby  afforded 
an  opportunity  to  participate  in  the 
preparation  of  the  amended  regulations 
to  be  adopted  as  set  forth  above  by  sub¬ 
mitting  their  views,  data,  or  arguments 
in  writing  to  the  Executive  Officer, 
Alaska  Game  Commission,  P,  O.  Box 
2021,  Juneau,  Alaska,  on  or  before  Febru¬ 
ary  17,  1958.  In  addition,  such  persons 
may  supplement  their  written  views  by 
presenting  oral  argument  at  a  public 
hearing  to  be  held  by  the  Alaska  Game 
Commission  in  the  Federal  Building, 
Juneau,  Alaska,  beginning  at  9:00  a;  m., 
February  19,  1958. 

Dated:  December  27, 1957. 

Clarence  J.  Rhode, 
Executive  Officer, 
Alaska  Game  Commission, 
Juneau,  Alaska. 

[P.  R.  Doc.  58-195;  Filed,  Jan.  9,  1958; 

8:45  a.  m.] 


CIVIL  AERONAUTICS  BOARD 
[  14  CFR  Parts  40,  41,  42  I 

[Draft  Release  57-31] 

Fuel  Reserves  for  Transport  Aircraft 
notice  of  proposed  rule  making 

Pursuant  to  authority  delegated  by  the 
Civil  Aeronautics  Board  to  the  Bureau 
of  Safety,  notice  is  hereby  given  that  the 
Bureau  will  propose  to  the  Board  amend¬ 
ments  to  Parts  40,  41,  and  42  of  the 
Civil  Air  Regulations  as  hereinafter  set 
forth. 

Interested  persons  may  participate  in 
the  making  of  the  proposed  rules  by  sub¬ 
mitting  such  written  data,  views,  or 
arguments  as  they  may  desire.  Com- 


mimications  ^ould  be  submitted  in 
duplicate  to  the  Civil  Aeronautics  Board, 
attention  Bureau  of  Safety,  Washing¬ 
ton  25,  D.  C.  In  order  to  insure  their 
consideration  by  the  Board  before  taking 
further  action  on  the  proposed  rules, 
communications  must  be  received  by 
March  12,  1958.  Copies  of  such  com¬ 
munications  will  be  available  after 
March  14,  1958,  for  examination  by  in¬ 
terested  persons  at  the  Docket  Section 
of  the  Board,  Room  5412,  Department 
of  Commerce  Building,  Washington, 
D.  C. 

Interested  industry  groups,  including 
several  large  U.  S,  flag  international  air 
carriers,  have  requested  the  Bureau  of 
Safety,  through  the  Air  Transport  Asso¬ 
ciation,  to  review  and  amend  those  sec¬ 
tions  of  Parts  40,  41,  and  42  of  the  Civil 
Air  Regulations  pertaining  to  fuel  re¬ 
serves  to  make  those  sections  compati¬ 
ble  with  turbine-powered  engine  aircraft 
operations.  Sections  40.396,  41,98,  and 
42.52  of  Parts  40,  41,  and  42  of  the  Chvil 
Air  Regulations  presently  specify  the 
fuel  supply  required  under  various  op¬ 
erating  circumstances  but  do  not  differ¬ 
entiate  between  reciprocating-engine 
aircraft  and  turbine-powered  aircraft. 
With  the  approaching  widespread  use  of 
turbine-powered  aircraft,  it  appears*  de¬ 
sirable  to  examine  the  operational  char¬ 
acteristics  of  turbine-powered  aircraft 
to  determine  whether  the  fuel  reserve 
requirements  established  for  the  use  of 
reciprocating  engine  aircraft  are  in  fact 
realistic  when  applied  to  turbine-pow¬ 
ered  aircraft  or  whether  separate  fuel 
reserve  requirements  should  be  promul¬ 
gated  for  turbine-powered  aircraft. 

The  Bureau  of  Safety  has  carefully 
studied  this  problem  and  is  of  the 
opinion  that  it  should  circulate  pro¬ 
posed  amendments  to  Parts  40,  41,  and 
42  relating  to  reserve  fuel  requirements 
for  both  reciprocating  engine  and  tur¬ 
bine-powered  aircraft.  The  proposed 
amendments  standardize  these  parts  and 
are  intended  to  elicit  comment  from  in¬ 
terested  parties  concerning  the  desir¬ 
ability  of  establishing  separate  fuel  re¬ 
serve  requirements  for  the  two  types  of 
aircraft. 

The  gross  take-off  weight  of  an  air¬ 
craft  is  directly  related  to  its  fuel  load, 
and  an  accurate  determination  of  fuel 
requirements  is  necessary  to  determine 
maximum  gross  take-off  weights  and  the 
minimum  rimway  lengths  that  will  be 
necessary  for  operation.  In  proposing 
these  amendments  at  this  time,  the 
Bureau  is  aware  that  nmway  modifica¬ 
tions  at  some  airports  may  be  necessary 
to  accommodate  turbine-powered  air¬ 
craft,  and  considerable  advance  notice 
is  required  with  respect  to  fuel  require¬ 
ments  in  order  to  determine  runway 
lengths  and  permit  any  necessary  modi¬ 
fications  to  be  completed  prior  to  the 
time  these  aircraft  are  placed  in 
operation. 

Comment  is  particularly  solicited  with 
respect  to  the  relative  merits  of  the  use  of 
a  percentage  figure  in  lieu  of  the  use  of  a 
fixed  time,  such  as  45  minutes  or  2  hours, 
for  the  determination  of  fuel  reserves 
and,  if  a  percentage  figure  is  preferable, 
whether  a  lower  percentage  is  justified 
for  turbine-powered  aircraft  than  for 
aircraft  powered  with  reciprocating  en- 


[P.  R.  Doc.  58-222;  Filed,  Jan.  9,  1958; 
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gines.  If  the  nature  of  the  comment  re¬ 
ceived  is  such  that  a  discussion  would  be 
of  assistance  in  the  further  development 
of  the  proposed  rules,  all  interested 
parties  will  be  invited  to  participate  in  a 
meeting  to  be  held  on  a  specified  date  in 
Washington,  D.  C. 

In  view  of  the  foregoing,  notice  is 
hereby  given  that  the  Bureau  proposes  to 
recommend  to  the  Board  that  Parts  40. 
41,  and  42  of  the  Civil  Air  Regulations 
be  amended: 

1.  By  amending  §  40.396  to  read  as 
follows: 

§  40.396  Fuel  supply  for  all  opera¬ 
tions.  (a)  A  reciprocating-engine  air¬ 
plane  may  be  dispatched  or  take  off  only 
if  it  carries  sufiBcient  fuel : 

( 1  >  To  fly  to  the  airport  to  which  dis¬ 
patched  ;  and  thereafter 

(2>  To  fly  to  and  land  at  the  most 
■distant  alternate  for  the  airport  to  which 
dispatched  where  such  alternate  is  re¬ 
quired;  and  thereafter 

(3)  To  fly  for  a  period  of  at  least  45 
minutes  at  normal  cruising  consumption. 

(b)  A  turbine-engine  airplane  may  be 
dispatched  or  take  off  only  if  it  carries 
sufficient  fuel; 

( 1 )  To  fly  to  the  airport  to  which  dis¬ 
patched  ;  and  thereafter 

(2)  To  fly  to  and  land  at  the  most  dis¬ 
tant  alternate  for  the  airport  to  which 
dispatched  where  such  alternate  is  re¬ 
quired;  and  thereafter 

(3 )  To  fly  at  holding  speed  for  a  period 
of  30  minutes  at  1,500  feet  above  alter¬ 
nate  airport  elevation  under  standard 
temperature  conditions. 

(c)  The  Administrator  may  require 
fuel  in  excess  of  any  of  the  minimums 
specified  in  this  section  when  he  finds 
that  additional  fuel  is  necessary  on  a 
particular  route  in  the  interest  of  safety. 

2.  By  amending  §  41.98  to  read  as  fol¬ 
lows: 

§  41.98  Fuel  supply  for  all  operations. 
fa)  A  reciprocating  engine  aircraft  may 
be  dispatched  or  take  off  only  if  it  carries 
sufficient  fuel: 

( 1 )  To  fiy  to  the  airport  to  which  dis¬ 
patched;  and  thereafter 

(2)  To  fiy  to  and  land  at  the  most 
distant  alternate  for  the  airport  to  which 
dispatched,  where  such  alternate  is  re¬ 
quired;  and  thereafter  to  fly  for  a 
period  of  30  minutes  at  normal  cruising 
consumption,  and  thereafter  to  fly  for 
a  period  equal  to  15  percent  of  the  total 
time  required  to  fly  from  the  airport  of 
dispatch  or  point  of  redispatch  to  the 
airport  of  destination  at  normal  cruising 
consumption,  or  90  minutes  whichever 
is  the  lesser. 

(b)  A  turbine  engine  aircraft  may  be 
dispatched  or  take  off  only  if  it  carries 
sufficient  fuel: 

fl)  To  fly  to  the  airport  to  which  dis¬ 
patched;  and  thereafter 

(2)  To  fly  to  and  land  at  the  most  dis¬ 
tant  alternate  for  the  airport  to  which 
dispatched  where  such  alternate  is  re¬ 
quired;  and  thereafter  to  fly  for  a  period 
of  30  minutes  at  holding  speed  at  1,500 
feet  above  the  elevation  of  the  alternate 
airport  under  standard  temperature  con¬ 
ditions;  and  thereafter  to  fly  for  a  period 
equal  to  10  percent  of  the  total  time  re¬ 
quired  to  fly  from  the  airport  of  dispatch 


or  point  of  redispatch  to  the  airport  of 
destination  at  normal  cruising  consump¬ 
tion,  or  60  minutes  whichever  is  the 
lesser, 

(c)  In  the  case  of  an  airport  approved 
without  an  available  alternate  for  a 
particular  stop,  an  aircraft  dispatched 
to  that  point  must  carry  sufficient  fuel  to 
fly  to  that  point;  and  thereafter  fly  for 
at  least  3  hours  at  normal  cruising  con¬ 
sumption. 

(d)  The  Administrator  may  require 
fuel  in  excess  of  any  of  the  minimums 
specified  in  this  section  when  he  finds 
that  additional  fuel  is  necessary  on  a 
particular  route  in  the  interest  of  safety. 

3.  By  amending  §  42.52  to  read  as  fol¬ 
lows: 

§  42.52  Fuel  supply  for  all  opera¬ 
tions — (a>  Within  the  continental  limits 
of  the  United  States.  (1)  No  reciprocat¬ 
ing  engine  aircraft  shall  be  operated  un¬ 
less  it  carries  sufficient  fuel; 

(1)  To  fly  to  the  airport  of  destina¬ 
tion;  and  thereafter 

(ii)  To  fly  to  and  land  at  the  most 
distant  alternate  for  the  airport  of  des¬ 
tination  where  such  alternate  is  required; 
and  thereafter 

(iii)  To  fly  for  a  period  of  a  least 
45  minutes  at  normal  cruising  consump¬ 
tion. 

(2)  No  turbine  engine  aircraft  shall 
be  operated  unless  it  carries  sufficient 
fuel: 

(i)  To  fly  to  the  airport  of  destina¬ 
tion:  and  thereafter 

(ii)  To  fly  to  and  land  at  the  most 
distant  alternate  for  the  airport  of  des¬ 
tination  where  such  alternate  is  required; 
and  thereafter 

(iii>  To  fly  at  holding  speed  for  a 
period  of  30  minutes  at  1,500  feet  above 
alternate  airport  elevation  under  stand¬ 
ard  temperature  conditions. 

(b>  Outside  the  continental  limits  of 
the  United  States.  (1)  No  reciprocating- 
engine  aircraft  shall  be  operated  unless 
it  carries  sufficient  fuel; 

(1)  To  fly  to  the  airport  of  destina¬ 
tion;  and  thereafter 

(ii)  To  fly  to  and  land  at  the  most 
distant  alternate  for  the  airport  of  des¬ 
tination  where  such  alternate  is  *  re¬ 
quired:  and  thereafter  to  fly  for  a  period 
of  30  minutes  at  normal  cruising  con¬ 
sumption;  and  thereafter  to  fly  for  a 
period  equal  to  15  percent  of  the  total 
time  required  to  fly  from  the  point  of 
departure  or  reclearance  to  the  airp>ort 
of  destination,  or  90  minutes  whichever 
is  the  lesser. 

(2)  No  turbine-engine  aircraft  shall 
be  operated  unless  it  carries  sufficient 
fuel: 

( i)  To  fly  to  the  airport  of  destination; 
and  thereafter 

(ii)  To  fly  to  and  land  at  the  most 
distant  alternate  for  the  airport  of  desti¬ 
nation  where  such  alternate  is  required; 
and  thereafter  to  fly  for  a  period  of  30 
minutes  at  holding  speed  at  1,500  feet 
above  the  elevation  of  the  alternate  air¬ 
port  under  standard  temperature  con¬ 
ditions;  and  thereafter  to  fly  for  a  period 
equal  to  10  percent  of  the  total  time  re¬ 
quired  to  fly  from  the  point  of  departure 
or  reclearance  to  the  airport  of  destina¬ 
tion  at  normal  cruising  consumption,  or 
60  minutes  whichever  is  the  lesser. 


(3)  No  flight  shall  be  operated  to  a 
destination  for  which  there  is  no  avail¬ 
able  alternate  unless  the  aircraft  carries 
sufficient  fuel  to  fly  to  that  point;  and 
thereafter  to  fly  for  at  least  3  hours  at 
normal  cruising  consumption. 

(c)  Within  the  Territory  of  Alaska 
The  rule  specified  in  paragraph  (a)  of 
this  section  shall  apply,  except 

(1)  In  off-airway  overwater  opera¬ 
tions  into  and  out  of  the  Territory- of 
Alaska ; 

(2)  All  IFR  operations  to  or  from 
points  north  of  latitude  67’  N,; 

(3)  All  IFR  operations  to  or  from 
points  in  the  Aleutian  or  Pribilof  Islands 
west  of  longitude  160’  W.;  in  which  case 
the  rule  specified  in  paragraph  (b)  of 
this  section  shall  apply. 

(d)  The  Administrator  may  require 
fuel  in  excess  of  any  of  the  minimums 
specified  in  this  section  when  he  finds, 
after  considering  the  character  of  the 
terrain  being  traversed,  the  available  air¬ 
ports,  and  the  type  of  aircraft  being 
operated,  that  additional  fuel  is  neces¬ 
sary  in  the  interest  of  safety. 

These  amendments  are  proposed  under 
the  authority  of  Title  VI  of  the  Civil 
Aeronautics  Act  of  1938,  as  amended. 
The  proposal  may  be  changed  in  the 
light  of  comment  received  in  response 
to  this  notice  of  proposed  rule  making. 

(Sec.  205  (a),  52  Stat.  984;  49  U.  S.  C.  425. 
Interpret  or  apply  secs.  601-610,  52  Stat. 
1007-1012,  as  amended;  49  U.  S.  C.  551-560) 

Dated  at  Washington,  D.  C.,  December 
30,  1957. 

By  the  Bureau  of  Safety. 

[  SEAL  ]  Leon  H.  Tanguat, 

Acting  Director, 
Bureau  of  Safety, 

(F.  R.  Doc.  58-213:  Piled.  Jan.  9.  1958; 

8:48  a.  m.] 


[  14  CFR  Part  46  1 

Scheduled  Air  Carrier  Helicopter 

Certification  and  Operation  Rules 

notice  of  postponement  of  oral 

ARGUMENT 

By  notice  dated  December  20,  1957 
(Civil  Air  Regulations  Draft  Release  No. 
57-29),  published  in  the  Federal  Regis¬ 
ter  on  December  27,  1957  (22  P.  R. 
10758),  the  Board  gave  notice  that  it 
would  hear  oral  argument  on  January 
14, 1958,  on  the  definition  of  “flight  time” 
in  connection  with  new  Part  46  of  the 
Civil  Air  Regulations  entitled  “Scheduled 
Air  Carrier  Helicopter  Certification  and 
Operation  Rules.” 

The  Air  Transport  Association  has  re¬ 
quested  that  the  date  for  oral  argument 
be  postponed  in  order  to  permit  adequate 
preparation  for  this  argument.  Since  no 
reasonable  objection  to  granting  such 
request  is  apparent,  notice  is  hereby 
given,  in  accordance  with  instructions 
by  the  Civil  Aeronautics  Board  to  the 
Bureau  of  Safety,  that  the  oral  argument 
previously  scheduled  for  January  14, 
1958,  will  be  heard  on  January  23, 
1958,  at  10:00  a.  m.  in  Room  5042,  De¬ 
partment  of  Commerce  Building,  Wash¬ 
ington,  D.  C. 
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805  52  Stat.  984,  49  U.  S.  C.  425.  Inter- 
apply  secs.  601-610,  52  Stat.  1007-1012, 
JTamended,  49  U.  S.  C.  551-560) 

Dated  at  Washington,  D.  C.,  January 
8,1 1958. 

By  the  Bureau  of  Safety. 

[seal]  Oscar  Bakke, 

Director. 

(p  R.  Doc.  58-249:  Filed,  Jan.  9,  1958; 

^  ‘  8:56  a.  m.J 

federal  communications 

COMMISSION 

[  47  CFR  Part  3  ] 

[Docket  No.  12133;  FCC  58-12] 

Radio  Broadcast  Services 

antenna  systems  and  engineering  charts 
FOR  FM  broadcast  STATIONS 

Report  and  order.  1.  The  Commission 
has  before  it  for  consideration  the  pro¬ 
posal  in  its  Notice  of  Proposed  Rule  Mak¬ 
ing  issued  on  August  5,  1957  (FCC  57- 
885)  proposing  to  amend  §§3.316  and 
3.333  of  the  rules  and  regulations  so  as 
to  authorize  FM  broadcast  stations  to 
employ  either  horizontal  or  vertical  po¬ 
larization  in  response  to  a  petition  filed 
by  James  C.  McNary. 

2.  Comments  were  filed  by  American 
Broadcasting  Company,  Smith  Electron¬ 
ics,  Inc.,  WJAC,  Inc.,  WGAL,  Inc., 
WPTF  Radio  Company,  Havens  and 
Martin,  Inc.,  Independent  Broadcasting 
Company,  and  James  C.  McNary. 

3.  The  rules  presently  provide  that  FM 
broadcast  stations  shall  employ  hori¬ 
zontal  polarization,  but  provision  is  made 
for  circular  or  elliptical  polarization,  if 
desired,  provided  the  supplemental  ver¬ 
tically  polarized  effective  radiated  power 
required  for  circular  or  elliptical  polari¬ 
zation  does  not  exceed  the  authorized  ef¬ 
fective  radiated  power.  McNary  proposes 
that  §  3.316  of  the  rules  relating  to  FM 


is  in  conflict  with  the  present  rule. 
He  urges  that  this  proposal  would  not 
have  pronounced  adverse  effects  on  home 
reception  although  it  will  reduce  the  re¬ 
ceived  potential  at  the  receiver  terminals 
in  the  fringe  areas.  McNary  suggests 
that  the  reduction  may  be  overcome  by 
reorienting  the  receiving  antenna.  He 
further  concludes  that  there  is  no  great 
difference  in  propagation  between  ver¬ 
tical  and  horizontal  polarized  waves  and 
that  whatever  differences  that  exist  ap¬ 
pear  to  favor  the  vertical  polarization. 
McNary  cites  a  report  submitted  to  the 
Commission  on  October  1,  1946,  titled 
“Circular  Polarization  Tests:  Develop¬ 
mental  Station  W8XUB-Report  No.  1” 
by  Carl  F.  Smith  to  support  his  conclu¬ 
sions.  Finally,  McNary  submits  that  due 
to  the  absence  of  comprehensive  experi¬ 
mental  data  Figure  1  of  §  3.333  should  not 
be  modified  at  this  time. 

6.  American  Broadcasting  Company 
and  Smith  Electronics,  Inc.,  oppose  the 
permissive  use  of  vertical  polarization. 
They  urge  that  the  present  rule  permits 
the  desired  vertical  polarization  without 
affecting  horizontal  polarization  and 
that  the  proposed  rule  would  adversely 
affect  existing  horizontally  polarized  FM 
reception  since  most  homie  FM  receivers 
use  horizontally  polarized  antennas. 
Smith  Electronics  suggests  that  new 
propagation  charts  be  added  which 
would  set  forth  the  signal  range  using 
vertical  polarization  and  circular  polar¬ 
ization.  These  parties  also  do  not  submit 
any  technical  data  in  support  of  their 
position. 

7.  The  Commission  is  of  the  view  that 
the  proposal  advanced  by  petitioner  has 
some  merit  in  that  it  would  provide  bet¬ 
ter  reception  of  FM  signals  on  auto¬ 
mobile  receivers  using  vertical  whip 
antennas.  While  it  is  true  that  a  ver¬ 
tical  component  may  be  transmitted  by 
FM  broadcast  stations  through  the  use 
of  circularly  polarized  waves,  this  re¬ 
quires  a  special  antenna  design  and  the 


tically  polarized  antenna  elements  and 
without  regard  to  their  phasing.  Ac¬ 
cordingly,  the  existing  rules  now  permit 
a  station  to  add  vertically  polarized  ele¬ 
ments  to  an  existing  horizontally  polar¬ 
ized  antenna  system  and  thus  radiate 
elliptically  polarized  signals.  In  this 
way,  a  substantial  vertically  polarized 
component  may  be  radiated,  provided 
that  it  does  not  exceed  the  horizontally 
polarized  component.  Consequently,  no 
amendment  of  the  rules  is  necessary  in 
order  that  stations  may  utilize  the  ad¬ 
vantage  of  vertical  polarization  while,  at 
the  same  time,  providing  the  required 
coverage  with  the  horizontally  polarized 
component  of  the  signal. 

9.  In  view  of  the  fact  that  the  record 
in  this  proceeding  does  not  contain  su£B- 
cient  data  to  warrant  any  definite  con¬ 
clusions  regarding  the  McNary  proposal, 
it  is  the  view  of  the  Commission  that  the 
proposal  should  not  be  adopted  at  this 
time. 

10.  In  view  of  the  foregoing:  It  is  or^ 
dered.  That  the  Petition  of  James  C. 

.McNary  is  denied  without  prejudice  to 
refiling  at  a  later  date  when  more  con¬ 
clusive  data  is  available,  and  that  this 
proceeding  is  terminated. 

Adopted:  January  3,  1958. 

Released:  January  6,  1958. 

Federal  Communications 
Commission,^  • 

[seal]  Mary  Jane  Morris, 

Secretary. 

[P.  R.  Doc.  58-223;  FUed,  Jan.  9,  1958; 
8:50  a.  m.] 


[  47  CFR  Part  3  1 

[Docket  No,  12281;  FCC  58-10] 
Table^  of  Assignments 
television  broadcast  stations  (BATON 

ROUGE,  LA.-HATTIESBURG,  MISS.) 


antenna  systems  be  amended  so  as  to 
permit  either  horizontal  or  vertical  po¬ 
larization.  He  suggests,  also,  that  a  new 
chart  be  added  to  §  3.333,  setting  forth 
the  ground  wave  signal  range  for  use 
with  antenna  systems  employing  vertical 
polarization. 

4.  WJAC,  Inc.,  WGAL,  Inc.,  WPTF 
Radio  Co,,  Havens  and  Martin,  Inc.,  In¬ 
dependent  Broadcasting  Co„  and  James 
C.  McNary  support  the  proposed  amend¬ 
ment.  They  urge  that  the  proposal 
would  aid  FM  reception  in  automobiles 
since  these  usually  utilize  vertical  an¬ 
tennas;  that  it  is  in  the  public  interest 
to  remove  as  many  obstacles  as  possible 
that  would  impede  the  development  of 
FM  broadcasting;  and  that  the  adoption 
of  the  proposal  to  permit  the  use  of  ver¬ 
tical  polarization  would  not  adversely 
affect  FM  reception  on  home  receivers. 
None  of  these  parties  submitted  any 
measurements  or  other  technical  data 
in  support  of  these  contentions. 

5.  McNary  concedes  that  the  present 
rule  authorizing  circular-polarized  emis¬ 
sions  permits  a  substantial  vertical  com¬ 
ponent  but  argues  that  the  proposed 
permissive  use  of  a  vertical  component 
without  the  horizohtally-polarized  com¬ 
ponent  of  a  circularly-polarized  wave 


use  of  a  power  approximately  twice  that 
used  by  a  station  using  horizontally 
polarized  waves  for  the  same  coverage. 
Further,  as  pointed  out  by  the  petitioner, 
no  station  uses  circular  polarization,  in 
spite  of  the  existing  rule  which  permits 
it.  The  use  of  vertical  polarization  is  a 
simple  matter  for  FM  stations  requiring 
no  new  techniques  or  additional  power. 
However,  the  Commission  is  concerned 
with  the  possible  adverse  effects  on  home 
reception  where  horizontally  polarized 
antennas  are  used,  especially  in  the 
fringe  areas  where  reception  is  already 
marginal  and  where  few  signals  may  be 
available.  Unfortunately,  none  of  the 
parties  submitted  sufficiently  compre¬ 
hensive  data  which  would  permit  us  to 
conclude  that  this  would  not  be  a  serious 
problem. 

8.  It  is  noted,  however,  that  in  addi¬ 
tion  to  permitting  circular  polarization, 
§  3.316  also  provides  for  use  of  ellipti¬ 
cal  polarization.  Circular  polarization 
necessitates  maintenance  of  an  exact 
equality  of  horizontal  and  vertical 
polarization  components  and  a  90  degree 
phase  relationship  between  the  respec¬ 
tive  components.  Elliptical  polarization, 
however,  may  be  obtained  by  use  of  any 
combination  of  horizontally  and  ver- 


1.  Notice  is  hereby  given  of  rule  mak¬ 
ing  in  the  above-entitled  matter. 

2.  The  Commission  has  before  it  for 
consideration  a  petition  filed  October  29, 
1957  by  Lion  Television  Corporation, 
Hattiesburg,  Mississippi,  for  rule  making 
to  amend  §  3.606,  Table  of  Assignments, 
Television  Broadcast  Stations,  so  as  to 
delete  Channel  9  from  Hattiesburg, 
Mississippi,  and  assign  it  to  Baton  Rouge, 
Louisiana,  as  follows: 


City 

Channel  No. 

Present 

Proposed' 

Baton  Rouge,  La . . 

Hattiesburg,  Miss... . 

2,18-,  28, 
*34,40- 
9,17- 

2, 9,18-,  28, 
*34,40- 
17- 

>  While  petitioner  requests  the  assignment  of  Channel 
0  even  to  Baton  Rouge,  we  are  of  the  view  that  the 
assignment  of  Channel  9  minus  would  represent  a  more 
efficient  allocation. 

Petitioner  requests  that  the  change  be 
made  contingent  upon  three  conditions: 
(1)  that  the  Commission  order  it  to  show 
cause  why  its  license  lor  Station  WDAM- 

^Dissenting  Statement  of  Commissioner 
Bartley:  I  would  make  vertical  polarization 
permissive. 
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PROPOSED  RULE  MAKING 


TV  should  not  be  modified  to  specify 
operation  on  Channel  9  at  Baton  Rouge 
instead  of  Hattiesburg;  (2)  that  Modern 
Broadcasting  Company  of  Baton  Rouge, 
Inc.,  surrender  its  license  for  Station 
WAFB-TV  on  Channel  28  at  Baton  Rouge 
prior  to  commencement  of  operation  by 
Station  WDAM-TV  on  Channel  9  at 
Baton  Rouge;  and  (3)  that  the  construc¬ 
tion  permit  of  Laurel  Television  Com¬ 
pany  be  modified  to  specify  operation  of 
Station  WTLM  from  the  present  site  of 
Station  WDAM-TV  as  of  the  time  that 
Station  WDAM-TV  ceases  to  operate  on 
Channel  9  at  Hattiesburg. 

3.  Petitioner  submits  that  it  is  the 
licensee  of  Station  WDAM-TV  operating 
on  Channel  9  at  Hattiesburg;  that  its 
majority  stockholder,  WDSU  Broadcast¬ 
ing  Corp)oration,  also  owns  a  controlling 
interest  in  Modern  Broadcasting  Com¬ 
pany  of  Baton  Rouge,  Inc.,  licensee  of 
Station  WAFB-TV  on  Channel  28  at 
Baton  Rouge;  that  it  has  an  agreement 
with  Laurel  Television  Corporation 
which  provides  for  the  operation  of  Sta¬ 
tion  WTLM  on  Channel  7  at  the  present 
site  of  Station  WDAM-TV;  and  that 
Station  WAFB-TV  will  continue  to  oper¬ 
ate  a  station  on  Channel  28  at  Baton 
Rouge  until  Station  WDAM-TV  com¬ 
mences  operation  on  Channel  9  in  that 
city.  Petitioner  urges  that  the  Laurel- 
Hattiesburg  area  can  support  only  one 
television  station ;  that  WAFB-TV  is  one 
of  only  three  UHF  stations  within  a 
radius  of  300  miles  of  Baton  Rouge  and 
may  become  the  sole  UHF  station  in  that 
area  in  view  of  applications  filed  by  the 
licensees  of  the  other  two  UHF  stations 
for  VHF  channels;  that  the  economic 
position  of  UHF  is  fast  deteriorating  in 
the  region;  that  the  proposal  conforms 
with  the  Commission’s  rules  and  with  the 
allocation  objectives  outlined  in  Docket 
No.  11532;  and  that  the  proposed  changes 
would  provide  service  to  a  greater  num¬ 
ber  of  persons,  many  of  whom  will  re¬ 
ceive  thwr  first  television  service.  Final¬ 
ly,  petitioner  submits  that  there  is  a 
large  area  north  and  northeast  of  Baton 
Rouge  in  which  sites  are  available  from 
which  the  spacing  and  coverage  require¬ 
ments  of  the  Rules  can  be  met.  This 
area  is  bordered  by  60  mile  arcs  from 
Stations  WYES  on  Channel  8  at  New 
Orleans,  Louisiana,  and  KLFY-TV  on 
Channel  10  at  Lafayette,  Louisiana,  by  a 
220  mile  arc  from  Station  KTRE-'TV,  on 
Channel  9  at  Lufkin,  Texas,  and  by  a  190 
mile  arc  from  Station  WTVW  on  Chan¬ 
nel  9  at  Tupelo,  Mississippi. 

4.  The  Commission  is  of  the  view  that 
rule  making  proceedings  should  be  in¬ 
stituted  on  this  proposal  ir  order  that 
all  interested  parties  may  submit  their 
views  and  relevant  data. 

5.  Authority  for  the  adoption  of  the 
amendment  proposed  herein  is  con¬ 
tained  in  section  4  (i),  301,  303  (c),  (d), 
(f)  and  (r)  and  307  (b)  of  the  Com¬ 
munications  Act  of  1934,  as  amended. 

6.  Lion  Television  Corporation  is 
authorized  to  operate  Station  WDAM- 
TV  on  Channel  9  at  Hattiesburg  and  the 
amendment  proposed  herein  would  shift 
this  channel  to  Baton  Rouge.  We  do  not 
believe,  however,  that  we  should  at  this 
time  direct  this  party  to  show  cause  why 
its  outstanding  authorization  for  Station 
WDAM-TV  should  not  be  modified  to 


specify  operation  at  Baton  Rouge.  In 
the  event  the  Commission  decides  to 
amend  the  rules  as  proposed,  the  Com¬ 
mission  will  determine  what  further 
steps  should  be  taken  in  light  of  this  out¬ 
standing  authorization.  Similarly,  the 
Commission  will  determine  what  further 
steps  should  be  taken  with  respect  to 
the  outstanding  authorizations  of  Mod¬ 
ern  Broadcasting  Company  of  Baton 
Rouge,  Inc.  and  Laurel  Television  Com¬ 
pany. 

7.  Any  interested  party  who  is  of  the 
view  that  the  proposed  amendments 
should  not  be  adopted,  or  should  not  be 
adopted  in  the  form  set  forth  herein, 
may  file  with  the  Commission  on  or  be¬ 
fore  February  7,  1958,  a  written  state¬ 
ment  or  brief  setting  forth  his  com¬ 
ments.  Comments  in  support  of  the 
proposed  amendments  may  also  be  filed 
on  or  before  the  same  date.  Comments 
or  briefs  in  reply  to  the  original  com¬ 
ments  may  be  filed  within  10  days  from 
the  last  day  for  filing  said  original  com¬ 
ments.  No  additional  comments  may  be 
filed  unless  (1)  specifically  requested  by 
the  Commission  or  (2)  good  cause  for 
the  filing  of  such  additional  comments  is 
established. 

8.  In  accordance  with  the  provisions 
of  §  1.764  of  the  Commission’s  rules  and 
regulations,  an  original  and  14  copies  of 
all  statements,  briefs,  or  comments 
shall  be  furnished  the  Commission. 

Adopted:  January  3, 1958. 

Released:  January  6, 1958. 

Federal  Communications 
Commission, 

[seal]  Mary  Jane  Morris, 

Secretary. 

(F.  R.  Doc.  58-224;  Filed.  Jan.  9,  1958; 
8:50  a.  m.] 


I  47  CFR  Part  16  1 

[Docket  No.  12282;  FCC  58-201 
Taxicab  Radio  Service 

LOCATION  OF  BASE  STATIONS  WITHIN  AREAS 
WHERE  THEIR  ASSOCIATED  MOBILE  UNITS 
MAY  LEGALLY  PICK  UP  AND  DISCHARGE 
PASSENGERS 

1.  Notice  is  hereby  given  of  proposed 
rule  making  in  the  above-entitled 
matter. 

2.  The  Commission  proposes  to  amend 
its  rules  governing  the  Land  Transpor¬ 
tation  Radio  Services  by  the  addition  of 
a  requirement  that  any  Base  Station 
authorized  in  the  Taxicab  Radio  Service 
shall  be  located  and  operated  at  all  times 
within  the  area  where  the  mobile  units 
with  which  it  communicates  may  legally 
pick  up  and  discharge  passengers.  An 
exception  to  that  requirement,  however, 
is  also  proposed  in  cases  where  it  is  af¬ 
firmatively  shown  that  such  a  station 
location  is  impracticable;  in  which  cases 
the  Commission  might  authorize  specific 
locations  for  the  Base  Stations  but 
might  also  impose  restrictions  as  to  such 
things  as  the  station  operating  power, 
its  antenna  height  or  directional  charac¬ 
teristics,  etc.,  in  each  case. 

3.  The  purpose  of  the  proposed 
amendment  is  to  avoid  those  cases  of 


unnecessary  Interference  in  the  Taxicab 
Radio  Service  which  might  be  caused 
by  the  operation  of  Base  Stations  with 
more  power  or  with  a  greater  antenna 
height  than  would  otherwise  be  neoes* 
sary,  in  order  to  communicate  with  mo¬ 
bile  units,  when  the  Base  Stations  are 
not  located  within  the  areas  served  by 
their  associated  mobile  units.  The  hn-  • 
position  of  special  restrictions,  in  those 
cases  where  locations  outside  such  areas 
are  authorized,  might  be  necessary  to' 
reduce  the  signals  from  those  stations 
in  areas  where  communication  with  mo¬ 
bile  units  is  not  desired,  and  thus  to  re¬ 
duce  the  capabilities  of  the  stations  to 
produce  interference. 

4.  The  proposed  amendment,  which  Is 
issued  under  the  authority  of  sections 
4  (i)  and  303  of  the  Communications  Act 

of  1934,  as  amended,  is  set  forth  in  full 
below. 

5.  Any  person  who  is  of  the  opinion 
that  the  proposed  amendment  should 
not  be  adopted  or  should  not  be  adopted 
in  the  form  set  forth  herein,  and  any 
person  desiring  to  support  this  proposal 
may  file  with  the  Commission  on  or  be¬ 
fore  February  10,  1958,  a  written  state¬ 
ment  or  brief  setting  forth  his  com¬ 
ments.  Replies  to  such  comments  may 
be  filed  within  ten  days  from  the  last 
day  for  filing  original  comments.  No 
additional  comments  may  be  filed  unless 
(1)  specifically  requested  by  the  Com¬ 
mission  or  (2)  good  cause  for  the  filing 
of  such  additional  comments  is  estab¬ 
lished.  The  Commission  will  consider 
all  such  comments  prior  to  taking  final 
action  in  this  matter,  and  if  comments 
are  submitted  warranting  oral  argument, 
notice  of  the  time  and  place  of  such  oral 
argument  will  be  given. 

6.  In  accordance  with  the  provisions 
of  §  1.764  of  the  Commission’s  rules  and 
regulations,  an  original  and  14  copies  of 
all  statements,  briefs,  and  comments 
filed  shall  be  furnished  the  Commission. 

Adopted:  January  3,  1958. 

Released:  January  6,  1958. 

Federal  Communications 
Commission, 

[seal]  Mary  Jane  Morris, 

Secretary. 

It  is  proposed  to  amend  §  16.403  by  the 
addition  of  the  following  new  paragraph: 

(e)  Base  stations  in  the  Taxicab  Radio 
Service  will  be  authorized  only  for  opera¬ 
tion  at  locations  within  the  respective 
areas  in  which  the  associated  mobile 
units  may  legally  engage  in  both  the 
pick-up  and  discharge  of  passengers  in 
the  normal  conduct  of  their  business. 
An  exception  to  the  foregoing  may  be 
made  by  the  Commission  when  the  appli¬ 
cant  shows  that  the  location  of  a  pro¬ 
posed  station  in  such  area  is  impracti¬ 
cable  because  of  engineering  or  other 
compelling  considerations  and  that  the 
location  proposed  outside  such  area  will 
not  materially  increase  mutual  interfer¬ 
ence  to  other  stations.  The  Commission, 
in  its  discretion,  may  specify  a  limitation 
on  the  station  output  power,  may  require 
the  use  of  a  directional  antenna,  or  may 
place  other  restrictive  terms  in  the  au¬ 
thorization  of  any  such  station. 

[F.  R.  EKjc.  58-225;  Filed.  Jan.  9,  1958; 
8:51  a.  m.] 
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friday,  January  10,  1958 


NOTICES 


federal  communications 

COMMISSION 

(Docket  Nos.  11888, 11889;  FC?C  58M-81 

Jefferson  County  Broadcasting  Co.  and 
Kermit  P.  Tracy 

ORDER  CONTINUING  HEARING 

In  re  application  of  Louis  Alford,  Phil¬ 
lip  D.  Brady  and  Albert  Mack  Smith,  d/b 
'  as  Jefferson  County  Broadcasting  Com¬ 
pany,  Pine  Bluff,  Arkansas;  Docket  No. 
11888,  File  No.  BP-10528;  Kermit  F. 
Tracy,  Fordyce,  Arkansas;  Docket  No. 
11889,’ File  No.  BP-10691;  for  construc¬ 
tion  permits. 

The  Chief  Hearing  Examiner  having 
under  consideration  the  motion  of  Ker- 
mit  P.  Tracy,  filed  December  31,  1957, 
that  the  proceedings  scheduled  herein  for 
January  2  and  6,  1958,  be  continued  for 
a  period  of  approximately  thirty  days ; 

It  appearing  that  on  December  30, 

1957,  there  was  filed  in  behalf  of  the 
moving  party  a  petition  for  dismissal  of 
his  application  without  prejudice,  and, 
therefore,  it  is  appropriate  to  continue 
the  proce^ings  aforementioned  pending 
action  on  said  petition; 

It  appearing  further  that  all  parties  to 
the  proceedings  consent  to  the  continu¬ 
ance  requested  by  the  instant  pleading; 
It  is  ordered.  This  2d  day  of  January 

1958,  that  the  motion  under  considera¬ 
tion  is  granted  to  the  extent  that  it  seeks 
a  continuance  of  the  proceedings  pres¬ 
ently  scheduled  herein,  and  the  said  pro¬ 
ceedings  are  hereby  continued  to  a  date 
which  will  be  specified  by  the  Hearing 
Examiner. 

Released:  January  3,  1958. 

Federal  Communications 
Commission, 

[seal]  Mary  Jane  Morris, 

Secretary. 

(P.  R.  Doc.  58-226;  Filed,  Jan.  9,  1958; 
8:51  a.  m.] 


(Docket  No.  12275;  FCC  58M-7] 

Triangle  Publications,  Inc. 
(WNHC-TV) 

order  scheduling  hearing 

In  re  application  of  Triangle  Publica¬ 
tions,  Inc.  (WNHC-TV,  New  Haven, 
Connecticut;  Docket  No.  12275,  Pile  No. 
BPCr-2381;  for  construction  permit 
(Channel  8). 

It  is  ordered.  This  3d  day  of  January 
1958,  that  Basil  P.  Cooper  will  preside  at 
the  hearing  in  the  above-entitled  pro¬ 
ceeding  which  is  hereby  scheduled  to 
CMnmence  on  February  18,  1958,  in 
Washington,  D.  C. 

Released:  January  3, 1958. 

Federal  Communications 
Commission, 

tsEALl  Mary  Jane  Morris, 

Secretary. 

[P.  R.  Doc.  58-227;  Filed,  Jan.  9.  1958; 
8:51  a.  m.) 


[Docket  Nos.  12276, 12277;  FCC  58-3] 

Carroll  Broadcasting  Co.  and  Hum¬ 
phreys  County  Broadcasting  Co. 

ORDER  designating  APPLICATIONS  FOR  CON¬ 
SOLIDATED  HEARING  ON  STATED  ISSUES 

In  re  applications  of  E.  R.  McCormick, 
W.  O.  James  and  Donald  B.  Fiske  d/b  as 
Carroll  Broadcasting  Company,  Oak 
Grove,  Louisiana ;  Docket  No.  12276,  File 
No.  BP-11129:  Roth  E.  Hook  and  Lucille 
Hook  d/b  as  Humphreys  County  Broad¬ 
casting  Company,  Belzoni,  Mississippi; 
Docket  No.  12277,  Pile  No.  BP-11156;  for 
construction  permits. 

At  a  session  of  the  Federal  Communi¬ 
cations  Commission  held  at  its  offices  in 
Washington,  D.  C.,  on  the  3d  day  of 
January,  1958; 

The  Commission  having  under  con¬ 
sideration  the  above-captioned  applica¬ 
tions  of  E.  R.  McCormick,  W,  C.  James 
and  Donald  B.  Fiske  d/b  as  Carroll 
Broadcasting  Company  and  of  Roth  E. 
Hook  and  Lucille  Hook  d/b  as  Humphreys 
County  Broadcasting  Company,  each  for 
a  construction  permit  for  a  new  standard 
broadcast  station  to  operate  on  1460  kilo¬ 
cycles  with  power  of  500  watts  and  one 
kilowatt,  respectively,  daytime  only,  at 
Oak  Grove,  Louisiana,  and  Belzoni,  Mis¬ 
sissippi,  respectively ; 

It  appearing  that  except  as  may  appear 
from  the  issues  specified  below,  both  ap¬ 
plicants  are  legally,  technically,  finan¬ 
cially  and  otherwise  qualified  to  operate 
the  stations  as  proposed,  but  that  the 
operation  of  both  proposals  would  result 
in  mutual  destructive  interference;  that 
the  percentages  of  time  proposed  to  be 
devoted  to  the  various  classes  of  pro¬ 
grams  in  the  application  of  the  Carroll 
Broadcasting  Company  are  incorrect  and 
that  the  Carroll  Broadcasting  Company 
has  not  stated  the  average  number  of 
hours  which  would  be  used  in  promoting 
other  businesses  in  which  the  applicant 
or  parties  thereto  are  engaged;  and 

It  further  appearing  that,  pursuant  to 
section  309  (b)  of  the  Communications 
Act  of  1934,  as  amended,  the  subject 
applicants  were  advised  by  letter  dated 
November  5,  1957,  of  the  aforementioned 
deficiencies  and  that  the  Commission 
was  unable  to  conclude  that  a  grant 
of  either  application  would  be  in  the 
public  interest;  and 

It  further  appearing  that  a  timely  re¬ 
ply  was  filed  by  each  of  the  applicants; 
and 

It  further  appearing  that  in  the  reply 
dated  December  3,  1957,  of  the  Carroll 
Broadcasting  Company,  the  applicant  re¬ 
quested  an  extension  of  time  within 
which  to  amend  the  application,  but 
that  it  would  be  expeditious  to  forthwith 
designate  the  applications  for  hearing, 
as  an  application  may  be  amended  after 
designation  for  hearing  on  good  cause 
shown  in  accordance  with  §  1.365  (a)  of 
the  Commission's  rules ;  and 

It  further  appearing  that,  the  Com¬ 
mission,  after  consideration  of  the  above, 
is  of  the  opinion  that  a  hearing  is  neces¬ 
sary; 


It  is  ordered.  That  pursuant  to  section 
309  (b)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  applications 
are  designated  for  hearing  in  a  consoli¬ 
dated  proceeding,  at  a 'time  and  place 
to  be  specifiied  in  a  subsequent  order, 
upon  the  following  issues: 

1.  To  determine  the  areas  and  popu¬ 
lations  which  would  receive  primary 
service  from  the  proposed  operations  and 
the  availability  of  other  primary  service 
to  such  areas  and  populations. 

2.  To  determine  the  type  and  charac¬ 
ter  of  the  program  service  proposed  to 
be  rendered  by  the  Carroll  Broadcasting 
Company. 

3.  To  determine  the  average  number 
of  hours  to  be  used  in  promoting  other 
businesses  in  which  the  Carroll  Broad¬ 
casting  Company  or  the  partners  therein 
are  engaged. 

4.  To  determine  in  the  light  of  section 
307  (b)  of  the  Commimications  Act  of 
1934,  as  amended,  which  of  the  opera¬ 
tions  proposed  in  the  above-captioned 
applications  would  better  provide  a  fair, 
efficient  and  equitable  distribution  of 
radio  services. 

5.  To  determine  in  the  light  of  the  evi¬ 
dence  adduced  pursuant  to  the  fore¬ 
going  issues  which  of  the  applications 
should  be  granted.  - 

It  is  further  ordered.  That  the  request 
of  the  Carroll  Broadcasting  Company  for 
an  extension  of  time  within  which  to 
amend  the  application  is  denied. 

It  is  further  ordered.  That,  to  avail 
themselves  of  the  opportunity  to  be 
heard,  the  applicants  herein,  pursuant  to 
§  1.387  of  the  Commission’s  rules,  in  per¬ 
son  or  by  attorney,  shall  within  20  days 
of  the  mailing  of  this  order,  file  writh 
the  Commission,  in  triplicate,  a  written 
appearance  stating  an  intention  to  ap¬ 
pear  on  the  date  fixed  for  the  hearing 
and  present  evidence  on  the  issues  speci¬ 
fied  in  this  order. 

It  is  further  ordered.  That  the  issues  in 
the  above-entitled  proceeding  may  be  en¬ 
larged  by  the  Examiner,  on  his  own  mo¬ 
tion  or  on  petition  properly  filed  by  a 
party  to  the  proceeding  and  upon  suffi¬ 
cient  allegations  of  fact  in  support 
thereof,  by  the  addition  of  the  following 
issue: 

To  determine  whether  funds  available 
to  the  applicant  will  give  reasonable  as¬ 
surances  that  the  proposals  set  forth  in 
the  applications  will  be  effectuated. 

Released:  January  7,  1958. 

Federal  Communications 
Commission, 

[seal]  Mary  Jane  Morris, 

Secretary. 

[F.  R.  Doc,  58-228;  Filed.  Jan.  9,  1958; 
8:51  a.  m.] 


[Docket  Nos.  12278-12280;  FCC  58-4] 
Albany  Broadcasting  Corp.  et  al. 

ORDER  DESIGNATING  APPLICATIONS  FOR  CON* 
SOLIDATED  HEARING  ON  STATED  ISSUES 

In  re  applications  of  The  Albany 
Broadcasting  Corporation,  Albany,  Ore- 
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gon;  Docket  No.  12278,  File  No.  BP- 
10793;  W.  Gordon  Allen,  Eugene,  Oregon; 
Docket  No.  12279,  Pile  No.  BP-11173; 
Don  J.  Bevilacqua,  Virgil  A.  Parker,  III, 
Darrel  K.  Burns  d/b  as  The  Community 
Broadcasting  Company  of  Oregon,  Eu¬ 
gene,  Oregon;  Docket  No.  12280,  File  No. 
BP-11184;  for  construction  permits. 

At  a  session  of  the  Federal  Communi¬ 
cations  Commission  held  at  its  offices  in 
Washington,  D.  C.  on  the  3d  day  of 
January  1958; 

The  Commission  having  under  con¬ 
sideration  the  above-captioned  applica¬ 
tions  of  The  Albany  Broadcasting  Cor¬ 
poration,  of  W.  Gordon  Allen  and  of  Don 
J.  Bevilacqua,  Virgil  A.  Parker,  III,  and 
Darrel  K.  Bums,  d/b  as  The  Community 
Broadcasting  Company  of  Oregon,  each 
for  a  construction  permit  for  a  new 
standard  broadcast  station  to  operate 
on  990  kilocycles,  daytime  only.  The 
Albany  Broadcasting  Corporation  re¬ 
questing  authority  to  operate  with  a 
power  of  250  watts  at  Albany,  Oregon, 
and  both  W.  Gordon  Allen  and  The 
Community  Broadcasting  Company  of 
Oregon  requesting  authority  to  operate 
with  a  power  of  one  kilowatt  at  Eugene, 
Oregon; 

It  appearing  that  except  as  may  appear 
from  the  issues  specified  below,  all  the 
applicants  are  legally,  technically,  fi¬ 
nancially  and  otherwise  qualified  to 
operate  their  proposed  stations  but  that 
the  proposals  of  The  Albany  Broadcast¬ 
ing  Corporation  and  W.  Gordon  Allen 
are  mutually  exclusive;  that  the  pro¬ 
posals  of  W.  Gordon  Allen  and  The  Com¬ 
munity  Broadcasting  Company  of  Ore¬ 
gon  are  mutually  exclusive;  that  the 
operation  of  the  proposals  of  The  Albany 
Broadcasting  Corporation  and  The  Com¬ 
munity  Broadcasting  Company  of  Ore¬ 
gon  would  result  in  mutual  interference ; 
and  that  the  proposed  operation  of  The 
Albany  Broadcasting  Corporation  would 
cause  objectionable  interference  to  Sta¬ 
tion  KOIN,  Portland,  Oregon  (970  kc, 
5  kw,  DA-N,  U) ;  and 

.It  further  appearing  that  pursuant 
to  section  309  (b)  of  the  Communications 
Act  of  1934,  as  amended,  the  subject 
applicants  were  advised  of  the  aforemen¬ 
tioned  deficiencies  and  that  the  Commis¬ 
sion  was  unable  to  conclude  that  a  grant 
of  any  of  the  applications  would  be  in  the 
public  interest;  and 

It  further  appearing  that  a  timely 
reply  to  the  Commission’s  letter  was  filed 
by  each  of  the  applicants ;  and 

It  further  appearing  that  the  licensee 
of  Station  KOIN  by  letters  dated  Decem¬ 
ber  26,  1956,  and  July  12,  1957,  has  re¬ 
quested  that  the  application  of  The 
Albany  Broadcasting  Corporation  be  des¬ 
ignated  for  hearing;  and 

It  further  appearing  that  in  a  letter 
dated  July  9,  1957,  W.  Gordon  Allen 
stated  that  “it  is  common  knowledge  in 
this  area  that  (Chester  B.)  Wheeler 
(president  and  subscriber  to  1,200  shares 
of  stock  (a  majority  interest  of  86  per 
cent)  of  The  Albany  Broadcasting  Cor¬ 
poration)  does  not  have  sufficient  assets 
to  maintain  even  the  small  operation 
that  his  application  envisions”  and  re¬ 
quested  that,  in  the  event  the  application 


of  The  Albany  Broadcasting  Corporation 
is  designated  for  hearing,  an  issue  be  in¬ 
cluded  to  determine  the  ability  of  Chester 
B.  Wheeler  to  meet  his  financial  commit¬ 
ments;  and  that  by  affidavit  dated  No¬ 
vember  15,  1957,  Allen  requested  a  grant 
of  his  application  without  hearing  and 
stated  that  he  had  been  advised  by  an 
officer  of  Wheeler’s  bank  that  Wheeler 
did  not  have  $2,000  in  his  account  on 
September  4, 1956 ;  and  that  Wheeler  has 
made  statements  to  “responsible  citi¬ 
zens”  indicating  that  he  does  not  have 
stocks  and  bonds  in  the  amount  shown 
on  his  balance  sheet;  and 

It  further  appearing  that  Allen’s  state¬ 
ments  based  on  hearsay  are  not  sufficient 
to  overcome  the  showing  made  in  the 
application  filed  under  oath  by  The 
Albany  Broadcasting  Corporation;  that 
Wheeler’s  balance  sheet  of  September  4, 
1956,  does  not  show  a  bank  deposit  as 
such;  that  two  other  stock  subscribers 
have  each  agreed  to  loan  Chester  B. 
Wheeler  $6,000  to  enable  Wheeler  to  meet 
his  stock  subscription  commitment  of 
$12,000;  and  that  each  of  the  said  two 
other  stock  subscribers  has  demonstrated 
his  financial  ability  to  meet  his  own  stock 
subscription  commitment  and  to  loan 
(fiiester  B.  Wheeler  $6,000;  that  there¬ 
fore,  the  funds  proposed  to  be  used  for 
the  construction  and  initial  operation  of 
The  Albany  Broadcasting  Corporation 
station  are  available,  and,  accordingly 
Allen’s  request  that  Wheeler’s  financial 
qualifications  be  placed  in  issue  must  be 
denied;  and  that,  moreover,  in  accord¬ 
ance  with  authority  hereinafter  dele¬ 
gated,  the  Examiner  may  enlarge  the 
issues  in  the  hearing  proceeding  pro¬ 
vided  for  below  on  his  own  motion  or 
upon  sufficient  allegations  of  facts  in 
support  of  a  petition  to  enlarge  issues 
filed  by  a  party  to  the  proceeding,  by  the 
addition  of  an  issue  to  determine  whether 
funds  available  to  an  applicant  will  give 
reasonable  assurance  that  the  proposals 
set  forth  in  the  application  will  be  effec¬ 
tuated  ;  and 

It  further  appearing  that  Allen  has 
advanced  insufficient  reasons  in  support 
of  his  request  for  a  grant  of  his  applica¬ 
tion  without  hearing,  and  therefore,  such 
request  must  be  denied ;  and 

It  further  appearing  that  the  Com¬ 
mission,  after  consideration  of  the  above, 
is  of  the  opinion  that  a  hearing  is 
necessary ; 

It  is  ordered  That  pursuant  to  section 
309  (b)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  applications 
are  designated  for  hearing  in  a  consoli¬ 
dated  proceeding,  at  a  time  and  place  to 
be  specified  in  a  subsequent  order,  upon 
the  following  issues : 

1.  To  determine  the  areas  and  popula¬ 
tions  which  would  receive  primary  serv¬ 
ice  from  the  proposed  operations  and  the 
availability  of  other  primary  service  to 
such  areas  and  populations. 

2.  To  determine  whether  the  proposed 
operation  of  The  Albany  Broadcasting 
Corporation  would  cause  objectionable 
interference  to  Station  KOIN,  Portland, 
Oregon,  or  any  other  existing  standard 
broadcast  stations,  and,  if  so,  the  nature 
and  extent  thereof,  the  areas  and  pop¬ 


ulations  affected  thereby  and  the  avail 
ability  of  other  primary  service  to  s^h 
areas  and  populations.  ® 

3.  To  determine,  in  the  light  of  section 
307  (b)  of  the  Communications  Act  of 
1934,  as  amended,  whether  the  propoJ 
of  The  Albany  Broadcasting  Corporal^ 
or  either  of  the  proposals  of  W.  Gordon 
Allen  or  of  The  Community  Broadcasting 
Company  of  Oregon  would  better  pro^ 
a  fair,  efficient  and  equitable  distribu. 
tion  of  radio  service. 

4.  To  determine,  in  the  event  it  is 
found  that  there  exists  a  greater  need 
for  either  the  facility  proposed  by  ny 
Gordon  Allen  or  the  facility  proposed 
by  The  Community  Broadcasting  Com¬ 
pany  of  Oregon,  which  of  these  proposals 
would  better  serve  the  public  interest  in 
the  light  of  evidence  adduced  under  Is- 
sues  1  and  3  above  and  the  record  made 
wuth  respect  to  the  significant  differ- 
ences  between  the  two  applicants  as  to- 

(a)  The  background  and  experience 
of  said  two  applicants  to  own  and  oper¬ 
ate  the  proposed  station. 

(b)  The  proposal  of  each  of  said  two 
applicants  with  respect  to  the  manage- 
njent  and  operation  of  the  proposed 
station. 

(c)  The  programming  service  pro¬ 
posed  in  the  application  of  each  of  said 
two  applicants, 

5.  To  determine,  in  the  light  of  Uie 
evidence  adduced  pursuant  to  the  fore¬ 
going  issues,  which  of  the  applications 
should  be  granted. 

It  is  further  ordered.  That  the  Mount 
Hood  Radio  &  Television  Broadcasting 
Corporation,  licensee  of  Station  KOIN, 
is  made  a  party  to  the  proceeding. 

It  is  further  ordered.  That  the  recjuest 
of  W.  Gordon  Allen  to  include  an  issue 
to  determine  the  financial  ability  of 
Chester  B.  Wheeler  to  meet  his  commit¬ 
ments  to  purchase  stock  is  hereby  denied. 

It  is  further  ordered.  That,  to  avail 
themselves  of  the  opportunity  to  be 
heard,  the  applicants  and  party  respond¬ 
ent  herein,  pursuant  to  §  1.387  of  the 
Commission’s  rules,  in  person  or  by  an 
attorney,  shall  within  20  days  of  the 
mailing  of  this  order,  file  with  the  Com¬ 
mission,  in  triplicate,  a  written  appear¬ 
ance  stating  an  intention  to  appear  on 
the  date  fixed  for  the  hearing  and  pre¬ 
sent  evidence  on  the  issues  specified  in 
this  order. 

It  is  further  ordered.  That  the  issues  in 
the  above- entitled  proceeding  may  be 
enlarged  by  the  Examiner,  on  his  own 
motion  or  on  petition  properly  filed  by  a 
party  to  the  proceeding  and  upon  suffi¬ 
cient  allegations  of  facts  in  suK»rt 
thereof,  by  the  addition  of  the  following 
issue: 

To  determine  W'hether  funds  available 
to  the  applicant  will  give  reasonable  as¬ 
surance  that  the  proposals  set  forth  in 
the  application  will  be  effectuated. 

Released:  January  7,  1958. 

Federal  CoMMUNicanONS 
Commission, 

[seal]  Mary  Jane  Morris, 

Secretary. 

[F.  R.  Doc,  58-229;  Filed,  Jan,  9,  1958; 
8:51  a.  m.] 
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[PCC  5S-5] 

prvisED  Tentative  Allocation  Plan  for 
^  Class  B  PM  Broadcast  Stations 

ttETlONS  AND  ADDITIONS  TO  CHANNELS  IN 
VARIOUS  CITIES 

At  a  session  of  the  Federal  Communi-* 
cations  Commission  held  at  its  ofiBces  in 
Washington,  D.  C.,  on  the  3d  day  of 
January  1958;  .  . 

The  Commission  having  under  consid¬ 
eration  the  amendment  of  the  Revised 
Tentative  Allocation  Plan  for  Class  B 
Broadcast  Stations ;  and 

It  appearing  that  certain  Class  B 
channels  allocated  to  Salinas,  California ; 
Chicago,  Illinois;  Tuscola,  Illinois;  Jack- 
son,  Mississippi ;  and  St.  Louis,  Missouri ; 
are  separated  either  10.6  or  10.8  mega¬ 
cycles,  only  0.1  megacycle  removed  from 
the  standard  receiver  intermediate  fre¬ 
quency  of  10.7  megacycles  and  that  op¬ 
eration  of  stations  on  both  channels  so 
separated  may  result  in  interference  in 
the  areas  involved ;  and 

It  further  appearing  that  in  each  of 
the  cities  involved  it  is  possible  to  delete 
one  of  the  two  channels  separated  either 
10.6  or  10.8  megacycles  from  the  other 
channel  and  to  drop-in  another  channel 
to  replace  the  deleted  channel  without 
involving  reallocations  or  reassignments 
of  stations  in  other  cities  in  the  area; 
and 

It  further  Appearing  that  the  nature 
of  the  proposed  amendment  is  such  as  to 
render  unnecessary  the  public  notice  and 
procedure  set  forth  in  section  4  (a)  of 
the  Administrative  Procedure  Act ;  and 
that  for  the  same  reasons  this  Order  may 
be  made  effective  immediately  in  lieu  of 
the  requirements  of  section  4  (c)  of  said 
act;  and 

It  further  appearing  that  authority  for 
the  adoption  of  the  proposed  amendment 
iscontained  in  sections  4  (i) ,  301,  303  (c) , 
(d),  (f),  and  (r),  and  307  (b)  of 
the  Communications  Act  of  1934,  as 
amended ; 

It  is  ordered.  That  effective  January  3, 
1958,  the  Revised  Tentative  Allocation 
Plan  for  Class  B  PM  Broadcast  Stations 
is  amended  as  follows  in  respect  to  the 
following  listed  cities: 


Ccnenil  area 

Channels 

Delete 

Add 

Winas,  Calif . 

299 

273 

Chicaco,  Ill . 

390 

29H 

Tuscola,  Ill  . 

2S7 

294 

Isck.son.  Miss _  --  _ _ 

2,33 

St.  Louis,  Mo . 

291 

293 

Released:  January  6, 1958. 


Federal  Communications 
Commission, 

[seal]  Mary  Jane  Morris, 

Secretary. 

[P.  R.  Doc.  58-230;  Filed,  Jan.  9,  1958; 
8:52  a.  m.] 


CIVIL  AERONAUTICS  BOARD 

[Docket  No.  2396  et  al.] 

G»eat  Lakes-Southeast  Service  Case 
notice  of  oral  argument 

Notice  is  hereby  given  that  oral  argu¬ 
ment  in  the  above-entitled  proceeding  is 


assigned  to  be  held  on  January  28,  1958, 
at  10:00  a.  m.,  e.  s.  t.,  in  Room  5042, 
Commerce  Building,  14th  Street  and 
Constitution  Avenue  NW.,  Washington, 
D.  C.,  before  the  Board. 

Dated  at  Washington,  D.  C.,  January 
3,  1958. 

[seal]  Francis  W.  Brown, 

Chief  Examiner. 

[F.  R.  Doc.  58-214;  Filed,  Jan.  9,  1958; 
8:48  a.  m.J 


[Docket  No.  8726] 

Kastern  Air  Lines,  Inc.,  Enforcement 
Case 

notice  of  postponement  of  hearing 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Civil  Aeronautics  Act 
of  1938,  as  amended,  that  a  hearing  in 
the  above-entitled  proceeding  heretofore 
assigned  to  be  held  on  January  8,  1958, 
is  hereby  reassigned  to  be  held  on  Jan¬ 
uary  29,  1958,  at  10:00  a.  m.,  e,  s.  t.,  in 
Room  1064,  Temporary  Building  No.  5, 
16th  Street  and  Constitution  Avenue 
NW.,  Washington,  D.  C.,  before  Exam¬ 
iner  William  F.  Cusick. 

Dated  at  Washington,  D.  C.,  January 
3,  1958. 

[seal]  Francis  W.  Brown, 

Chief  Examiner. 

[F.  R.  Doc.  58-215;  Filed,  Jan.  9,  1958; 
8:49  a.  m.J 


[Docket  No.  9193] 

Korean  National  Airlines 

NOTICE  of  prehearing  CONFERENCE 

In  the  matter  of  the  application  of 
Korean  National  Airlines  for  a  foreign 
air  carrier  permit  to  operate  between 
the  Republic  of  Korea  and  Seattle  via 
intermediate  points. 

Notice  is  hereby  given  that  a  prehear¬ 
ing  conference  in  the  above -entitled  ap¬ 
plication  is  assigned  to  be  held  on  Jan¬ 
uary  13,  1958,  at  10:00  a.  m.,  e.  s.  t.,  in 
Room  E-210,  Temporary  Building  No.  5, 
16th  Street  and  Constitution  Avenue 
NW.,  Washington,  D.  C.,  before  Exam¬ 
iner  Ferdinand  D.  Moran. 

Dated  at  Washington,  D.  C.,  January 
3,  1958. 

[SEAL]  Francis  W.  Brown, 

Chief  Examiner. 

[F.  R.  Doc,  58-216:  Filed,  Jan,  9,  1958; 

8:49  a.  m.] 


[Docket  No.  9181] 

Allegheny  and  Mohawk;  Erie-Detroit 
Investigation 

NOTICE  OF  PREHEARING  CONFERENCE 

In  the  matter  of  an  investigation  in¬ 
stituted  to  determine  whether  the  certifi¬ 
cates  of  Allegheny  and  Mohawk,  or  either 
of  them,  should  be  altered,  amended, 
modified,  or  suspended  insofar  as  the 
certificate  of  Allegheny  authorizes  it  to 
engage  in  air  transportation  over  that 


part  of  segment  7  of  its  route  No.  97  be¬ 
tween  Erie,  Pennsylvania,  and  Detroit, 
Michigan,  and  insofar  as  the  certificate 
of  Mohawk  authorizes  it  to  engage  in  air 
transportation  over  segment  7  of  route 
No.  94  between  the  co-terminals  Buffalo 
and  Niagara  Falls,  New  York;  Erie, 
Pennsylvania,  and  Detroit,  Michigan. 

Notice  is  hereby  given  that  a  prehear¬ 
ing  conference  in  the  above-entitled  in¬ 
vestigation  is  assigned  to  be  held  on 
January  20, 1958,  at  10:00  a.  m.,  e.  s.  t.,  in 
Room  1510,  Temporary  Building  No.  4, 
17th  Street  and  Constitution  Avenue 
NW.,  Washington,  D.  C.,  before  Examiner 
William  F.  Cusick. 

Dated  at  Washington,  D.  C.,  January 
3,  1958. 

[SEAL]  Francis  W.  Brown, 

Chief  Examiner. 

[F.  R.  Doc.  58-217;  Filed.  Jan.  9,  1958; 

8:49  a.  m.  I 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File  No.  812-1124] 

Investment  Trust  of  Boston 
notice  of  filing  of  application  for 

EXEMPTION  OF  PURCHASE  OF  SECURITIES 

DURING  EXISTENCE  OF  UNDERWRITINQ 

syndicate 

January  6,  1958. 

Notice  is  hereby  given  that  Investment 
Trust  of  Boston  (“Applicant”),  a  reg¬ 
istered  management  open-end  invest¬ 
ment  company,  has  filed  an  application, 
pursuant  to  section  10  (f)  of  the  Invest¬ 
ment  Company  Act  of  1940  (“act”)  for 
an  order  of  the  Commission  exempting 
from  the  provisions  of  section  10  (f)  of 
the  act,  the  proposed  purchase  by  ap¬ 
plicant  of  not  to  exceed  15,000  of  the 
ordinary  shares  of  Royal  Dutch  Petro¬ 
leum  Company  (“Royal  Dutch”)  of  the 
class  listed  on  the  New  York  Stock  Ex¬ 
change,  including  any  shares  of  said 
class  proposed  to  be  offered  in  January 
1958  by  Royal  Dutch  to  its  shareholders. 

Royal  Dutch  has  filed  a  registration 
statement  with  the  Commission  pursuant 
to  the  provisions  of  the  Securities  Act 
of  1933,  proposing  a  world -wide  rights 
offering  of  7,602,285  shares  of  such  stock 
to  its  stockholders  on  a  one  for  eight 
basis  at  a  price  not  yet  determined, 
which  is  expected  to  become  effective  on 
or  about  January  17,  1958. 

Chandler'  Hovey,  one  of  the  five  Trus¬ 
tees  of  Applicant,  is  a  limited  Partner 
of  Kidder,  Peabody  &  Co.,  an  investment 
banking  organization.  Applicant  is  in¬ 
formed  that  Kidder,  Peabody  &  Co.  ex¬ 
pects  to  be  one  of  a  group  of  under¬ 
writers  of  the  proposed  issue  of  addi¬ 
tional  ordinary  shares  of  stock  of  Royal 
Dutch. 

The  Trustees  of  Applicant  have  au¬ 
thorized  purchases  of  not  more  in  the 
aggregate  than  15,000  of  the  ordinary 
shares  of  the  class  of  Royal  Dutch  listed 
on  the  New  York  Stock  Exchange,  in¬ 
cluding  any  shares  of  said  class  pro¬ 
posed  to  be  offered  in  January  1958  by 
said  company  to  its  stockholders  and 
underwritten  by  imderwriters,  which 
purchases  shall  in  each  case  be  made 
before  the  determination  of  the  under- 
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writing  syndicate  and  at  the  best  price 
found  to  be  available  (which  shall  not 
exceed  $39  per  share  net  and  which,  to 
the  extent  shares  are  obtainable  from 
the  underwriters,  shall  not  be  higher 
than  the  price  at  which  the  underwrit¬ 
ing  syndicate  is  currently  offering  such 
shares)  and  may  be  made  from  or 
through  any  member  of  said  syndicate 
or  otherwise,  provided  however  that  no 
such  purchase  shall  be  made  from  or 
through  Kidder,  Peabody  &  Co. 

If  Applicant  were  to  purchase  all  of  the 
15,000  shares  authorized  by  its  Trustees, . 
it  would  acquire  an  amount  of  the  shares 
equal  to  approximately  0.2  percent  of 
the  total  offering  and,  assuming  a  price 
of  $39  per  share,  the  purchase  would 
represent  an  investment  of  approxi¬ 
mately  1.6  percent  of  the  total  net  as¬ 
sets  of  Applicant  at  November  30,  1957. 

Section  10  (f)  of  the  act  provides, 
among  other  things,  that  no  registered 
Investment  company  shall  knowingly 
purchase  or  otherwise  acquire,  during 
the  existence  of  any  underwriting  or 
selling  syndicate,  any  security  (except  a 
security  of  which  such  company  is  the 
issuer)  a  principal  underwriter  of  which 
is  a  person  of  which  a  director  or  mem¬ 
ber  of  an  advisory  Board  of  such 
registered  investment  company  is  an 
affiliated  person  unless  the  Commission 
by  order  grants  an  exemption  therefrom. 
Since  Hovey  is  an  affiliated  person  of  the 
investment  banking  firm  which  may  be 
part  of  the  underwriting  group  of  the 
securities  offering  referred  to  above,  the 
purchases  of  securities  of  that  company 
by  Applicant  are  subject  to  the  pro¬ 
visions  of  section  10  (f)  of  the  act. 

The  application  represents  that  the 
proposed  purchase  of  the  stock  of  Royal 
Dutch  is  consistent  with  the  investment 
policy  of  Applicant. 

Notice  is  further  given  that  any  in¬ 
terested  person  may,  not  later  than 
January  16,  1958,  at  5:30  p.  m.,  submit 
to  the  Commission  in  writing  any  facts 
bearing  upon  the  desirability  of  a  hear¬ 
ing  on  the  matter  and  may  request  that  a 
hearing  be  held,  such  request  stating  the 
nature  of  his  interest,  the  reasons  for 
such  request  and  the  issues,  if  any,  of 
fact  or  law  ppposed  to  be  controverted, 
or  he  may  request  that  he  be  notified  if 
the  Commission  should  order  a  hearing 
thereon.  Any  such  communication  or 
request  should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission, 
Washington  25,  D.  C.  At  any  time  after 
said  date,  the  application  may  be  granted 
as  provided  in  Rule  N-5  of  the  rules  and 
regulations  promulgated  under  the  act. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

(P.  R.  Doc.  58-201;  Piled,  Jan.  9.  1958; 

8:46  a.  m.] 


[Pile  No.  7-1903] 

Polaroid  Corp. 

NOTICE  OP  application  FOR  UNLISTED  TRAD¬ 
ING  PRIVILEGES,  AND  OF  OPPORTUNITY  FOR 
HEARING 

January  6,  1958. 

In  the  matter  of  application  by  the 
Philadelphia-Baltimore  Stock  Exchange 


for  unlisted  trading  privileges  in  Polaroid 
Corporation,  Common  Stock,  File  No. 
7-1903. 

The  above  named  stock  exchange,  pur¬ 
suant  to  section  12  (f)  (2)  of  the  Securi¬ 
ties  Exchange  Act  of  1934  and  Rule 
X-12F-1  promulgated  thereunder,  has 
made  application  for  unlisted  trading 
privileges  in  the  specified  security,  which 
is  listed  and  registered  on  the  New  York 
Stock  Exchange. 

Upon  receipt  of  a  request,  on  or  before 
January  24,  1958,  from  any  interested 
person,  the  Commission  will  determine 
whether  to  set  the  matter  down  for  hear¬ 
ing,  Such  request  should  state  briefly 
the  nature  of  the  interest  of  the  person 
making  the  request  and  the  position  he 
proposes  to  take  at  the  hearing.  In  ad¬ 
dition,  any  interested  person  may  submit 
his  views  or  any  additional  facts  bearing 
on  this  application  by  means  of  a  letter 
addressed  to  the  Secretary  of  the  Securi¬ 
ties  and  Exchange  Commission,  Wash¬ 
ington  25,  D.  C.  If  no  one  requests  e 
hearing  on  this  matter,  this  application 
will  be  determined  by  order  of  the  Com¬ 
mission  on  the  basis  of  the  facts  stated 
in  the  application  and  other  information 
contained  in  the  official  file  of  the  Com¬ 
mission  pertaining  to  the  matter. 

By  the  Commission, 

[seal]  Orval  L.  DuBois, 

Secretary. 

[F.  R.  Doc.  58-198;  Filed,  Jan.  9,  1958; 

8:45  a.  m.] 


[File  No.  7-1904] 

Walt  Disney  Productions 

NOTICE  OF  APPLICATION  FOR  UNLISTED 

TRADING  PRIVILEGES,  AND  OF  OPPORTU¬ 
NITY  FOR  HEARING 

January  6, 1958. 

In  the  matter  of  application  by  the 
Boston  Stock  Exchange  for  unlisted 
trading  privileges  in  Walt  Disney  Pro¬ 
ductions,  Common  Stock,  File  No. 
7-1904. 

The  above  named  stock  exchange,  pur¬ 
suant  to  section  12  (f )  (2)  of  the  Securi¬ 
ties  Exchange  Act  of  1934  and  Rule  X- 
12F-1  promulgated  thereunder,  has 
made  application  for  unlisted  trading 
privileges  in  the  specified  security,  w'hich 
is  listed  and  registered  on  the  New  York 
Stock  Exchange. 

Upon  receipt  of  a  request,  on  or  be¬ 
fore  January  24,  1958,  from  any  inter¬ 
ested  person,  the  Commission  will  de¬ 
termine  whether  to  set  the  matter  down 
for  hearing.  Such  request  should  state 
briefly  the  nature  of  the  interest  of  the 
person  making  the  request  and  the  po¬ 
sition  he  proposes  to  take  at  the  hear¬ 
ing.  In  addition,  any  interested  person 
may  submit  his  views  or  any  additional 
facts  bearing  on  this  application  by 
means  of  a  letter  addressed  to  the  Sec¬ 
retary  of  the  Securities  and  Exchange 
Commission,  Washington  25,  D,  C.  If 
no  one  requests  a  hearing  on  this  matter, 
this  application  will  be  determined  by 
order  of  the  Commission  on  the  basis 
of  the  facts  stated  in  the  application 
and  other  information  contained  in  the 


official  file  of  the  Commission  Dertam 
ing  to  the  matter. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary, 

[F.  R.  Doc.  58-199;  Filed,  Jan  o  iqi;. 

8:46  a.  m.]  ’  ’ 


[File  No.  7-1905] 

Great  Northern  Paper  Co. 

NOTICE  OF  application  FOR  UNLISTED  TRia- 

ING  PRIVILEGES,  AND  OF  OPPORTUNITY  roi 

HEARING 

January  6,  J958. 

In  the  matter  of  application  by  the 
Boston  Stock  Exchange  for 
trading  privileges  in  Great  Northern 
Paper  Company,  Common  Stock,  Pile  Na 
7-1905. 

The  above  named  stock  exchange,  pur. 
suant  to  Section  12  (f)  (2)  of  the  Swuri* 
ties  Exchange  Act  of  1934  and  Rule 
X-12F-1  promulgated  thereunder,  has 
made  application  for  unlisted  trading 
privileges  in  the  specified  security,  which 
is  listed  and  registered  on  the  New  Ywk 
Stock  Exchange. 

Upon  receipt  of  a  request,  on  or  before 
January  24,  1958,  from  any  interested 
person,  the  Commission  will  determine 
whether  to  set  the  matter  down  fca:  hear* 
ing.  Such  request  should  state  briefly 
the  nature  of  the  interest  of  the  person 
making  the  request  and  the  position  he 
proposes  to  take  at  the  hearing.  In  addi¬ 
tion,  any  interested  person  may  submit 
his  views  or  any  additional  facts  bearing 
on  this  application  by  means  of  a  kUer 
addressed  to  the  Secretary  of  the  Securi¬ 
ties  and  Exchange  Commission,  Wash¬ 
ington  25,  D.  C.  If  no  one  requests  i 
hearing  on  this  matter,  this  applicatioo 
will  be  determined  by  order  of  the  Com¬ 
mission  on  the  basis  of  the  facts  stated 
in  the  application  and  other  information 
contained  in  the  official  file  of  the  (km- 
mission  pertaining  to  the  matter. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[F.  R.  Doc.  58-200;  Filed,  Jan.  9,  1958; 

8:46  a.  m.] 


[File  No.  812-1126] 

Pine  Street  Fund,  Inc. 
notice  of  filing  OF  application  roi 

EXEMPTION  OF  PURCHASE  OF  SECUtimS 
DURING  EXISTENCE  OF  UNDERWRITDIG 
SYNDICATE 

January  6,  1958. 

Notice  is  hereby  given  that  Pine  Street 
Fund,  Inc.  (“Applicant”),  a  registered 
management  open-end  investment  com¬ 
pany,  has  filed  an  application  pursuant 
to  section  10  (f)  of  the  Investment  Coti- 
pany  Act  of  1940  (“act”)  for  an  order  of 
the  Commission  exempting  from  the  pro¬ 
visions  of  section  10  (f )  of  the  act,  the 
proposed  purchase  by  applicant  of 
to  exceed  5,000  of  the  ordinary  shares  w 
Royal  Dutch  Petroleum  Company 
(“Royal  Dutch”)  of  the  class  listed® 
the  New  York  Stock  Exchange,  includ- 
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1  g  jjiy  shares  of  said  class  proposed  to 
S  offered  in  January  1958,  by  Royal 
mtch  to  its  shareholders. 

Royal  Dutch  has  filed  a  registration 
tatement  with  the  Commission  pursuant 
to  the  provisions  of  the  Securities  Act 
of  1933.  proposing  a  world-wide  rights 
offering*  of  7,602,285  shares  of  such  stock 
to  its  stockholders  on  a  one  for  eight 
basis  at  a  price  not  yet  determined,  which 
is  expected  to  become  effective  on  or 
about  January  17,  1958. 

Wood,  Struthers  &  Co.  is  Applicant’s 
investment  adviser;  Samuel  R.  Milbank 
Henry  A.  Colgate,  two  of  Applicant’s 
^ven  directors,  are  partners  in  Wood, 
Struthers  it  Co.  and  Milton  S.  Harrison, 
also  a  director  of  Applicant,  is  an  em¬ 
ployee  of  Wood,  Struthers  &  Co.;  A. 
Oakley  Brooks,  Vice  President  of  Appli¬ 
cant,  is  a  partner  in  Wood,  Struthers  & 
Co.;  and  William  H.  Bode,  Arthur  V.  C. 
Marshall  and  Daniel  J.  Lynch,  officers  of 
Applicant,  are  employees  of  Wood, 
Struthers  &  Co. 

Applicant  proposes,  after  commence¬ 
ment  of  the  subscription  offer,  to  pur¬ 
chase  not  exceeding  5,000  ordinary  shares 
of  Royal  Dutch  in  one  or  both  of  the  fol¬ 
lowing-ways:  (a)  Through  the  exercise 
of  subscription  rights  which  will  be  pur¬ 
chased  at  the  price  or  prices  at  which 
subscription  rights  are  being  quoted  on 
the  New  York  Stock  Exchange  at  thb 
time  of  purchase  or  (b)  from  any  under¬ 
writer,  dealer  or  broker  or  other  person 
selling  such  ordinary  shares  at  the  price 
OT  prices  at  which  such  ordinary  shares 
are  being  offered  to  the  general  public. 
No  purchase  will  be  made  from  Wood, 
Struthers  &  Co.  or  from  the  managing 
underwriter  selling  for  group  account. 
Applicant  presently  owns  7,000  ordinary 
shares  of  Royal  Dutch  and  will  be  en¬ 
titled  to  purchase  an  additional  875 
ordinary  shares  through  the  exercise  of 
rights  received  under  the  subscription 
offer  mentioned  above. 

If  Applicant  were  to  purchase  the  en¬ 
tire  5,000  ordinary  shares  of  Royal  Dutch 
as  proposed,  such  shares  would  repre¬ 
sent  approximately  .066  percent  of  the 
total  offering  and,  assuming  a  purchase 
price  of  $40  per  share  (the  proposed  max¬ 
imum  offering  price  mentioned  above) 
the  aggregate  purchase  price  would  rep¬ 
resent  $200,000  or  approximately  1.6  per¬ 
cent  of  the  total  assets  of  Applicant  as  of 
September  30,  1957. 

Section  10  (f)  of  the  act  provides, 
among  other  things,  that  no  registered 
investment  company  shall  knowingly 
purchase  or  otherwise  acquire,  during 
the  existence  of  any  imderwriting  or  sell¬ 
ing  syndicate,  any  security  (except  a 
security  of  which  such  company  is  the 
issuer)  a  principal  underwriter  of  which 
is  a  person  of  which  a  director  or  member 
of  an  advisory  board  of  such  registered 
Investment  company  is  an  affiliated  per¬ 
son  unless  the  commission  by  order 
grants  an  exemption  therefrom.  Since 
affiliates  of  Applicant  may  be  affiliated 
persons  of  the  investment  banking  firms 
which  may  be  part  of  the  underwriting 
group  referred  to  above,  the  purchases  of 
securities  of  that  company  by  Applicant 
we  subject  to  the  provisions  of  section 
10  (f)  of  the  act. 

The  application  represents  that  the 
proposed  purchase  of  the  stock  of  Royal 


Dutch  is  consistent  with  the  investment 
policy  of  Applicant. 

Notice  is  further  given  that  any  inter¬ 
ested  person  may,  not  later  than  Janu¬ 
ary  16,  1958  at  5:30  p.  m.,  submit  to  the 
Commission  in  writing  any  facts  bearing 
upon  the  desirability  of  a  hearing  on  the 
matter  and  may  request  that  a  hearing 
be  held,  such  request  stating  the  nature 
of  his  interest,  the  reasons  for  such  re¬ 
quest  and  the  issues,  if  any,  of  fact  or  law 
proposed  to  be  controverted,  or  he  may 
request  that  he  be  notified  if  the  Com¬ 
mission  should  order  a  hearing  thereon. 
Any  such  communication  or  request 
should  be  addressed:  Secretary,  Secu¬ 
rities  and  Exchange  Commission,  Wash¬ 
ington  25,  D.  C.  At  any  time  after  said 
date,  the  application  may  be  granted  as 
provided  in  Rule  N-5  of  the  rules  and 
regulations  promulgated  under  the  act. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[F.  R.  Doc.  58-202:  Piled,  Jan.  9,  1958; 

♦  8:46  a.m.] 


[File  Nos.  812-1125;  812-1127] 

Gas  Industries  Fund,  Inc.,  and  Colonial 
Fund 

NOTICE  OF  FILING  OF  APPLICATIONS  FOR 
EXEMPTION  OF  PURCHASE  OP  SECURITIES 
DURING  EXISTENCE  OF  UNDERWRITING 
SYNDICATE  FOR  SUCH  SECURITIES 

January  6,  1958. 

Notice  is  hereby  given  that  The  Colo¬ 
nial  Fund.  Inc.  (“Colonial”)  and  Gas 
Industries  Fund,  Inc.  (“Gas  Industries”) , 
both  registered  open-end  diversified  in¬ 
vestment  companies,  have  filed  separate 
applications,  pursuant  to  section  10  (f) 
of  the  Investment  Company  Act  of  1940 
(“act”)  for  orders  of  the  Commission 
exempting  from  the  provisions  of  section 
10  (f)  of  the  act,  proposed  purchases  by 
the  respective  applicants  of  shares  of 
stock  of  the  Royal  Dutch  Petroleum 
Company  (“Royal  Dutch”) . 

Royal  Dutch  has  filed  a  registration 
statement  with  the  Commission  pursu¬ 
ant  to  the  provisions  of  the  Securities 
Act  of  1933,  proposing  a  world- wide 
rights  offering  of  7,602,285  shares  of  its 
stock  to  its  stockholders  on  a  one  for 
eight  basis  at  a  price  not  yet  determined, 
which  is  expected  to  become  effective  on 
or  about  January  17,  1958.  The  offering 
is  expected  to  be  underwritten  by  a  group 
W'hich  will  include  The  First  Boston  Cor¬ 
poration.  James  H.  Orr,  a  director  of 
both  Colonial  and  Gas  is  also  a  director 
of  The  First  Boston  Corporation. 

The  respective  applications  represent 
that  Colonial  proposes  to  purchase  12,000 
shares  of  such  stock  or  approximately 
0.158  percent  of  the  total  offering,  which, 
on  the  basis  of  a  price  of  $39.50  per  share 
would  represent  1.13  percent  of  its  total 
assets.  The  application  of  Gas  Indus¬ 
tries  represents  that  such  applicant  pro¬ 
poses  to  purchase  approximately  25,000 
shares  or  0.329  percent  of  the  total  of¬ 
fering.  which  would  represent  1.59  per¬ 
cent  of  the  total  assets  of  Gas  Industries. 

Section  10  (f)  of  the  act  provides, 
among  other  things,  that  no  registered 


Investment  company  shall  knowingly 
purchase  or  otherwise  acquire,  during 
the  existence  of  any  underwriting  or  sell¬ 
ing  syndicate,  any  security  (except  a  se¬ 
curity  of  which  such  company  is  the 
issuer)  a  principal  underwriter  of  which 
is  a  person  of  which  a  director  or  member 
of  an  advisory  board  of  such  roistered 
investment  company  is  an  affiliated  per¬ 
son  unless  the  Commission  by  order 
grants  an  exemption  therefrom.  Since 
Orr,  is  an  affiliated  person,  of  the  invest¬ 
ment  banking  firm  which  may  be  part  of 
the  underwriting  group  of  the  securities 
offering  referred  to  above,  the  purchases 
of  securities  of  Royal  Dutch  by  the  re¬ 
spective  applicants  are  each  subject  to 
the  provisions  of  section  10  (f )  of  the  act. 

Each  application  represents  that  the 
respective  purchase  of  the  securities  of 
Royal  Dutch  is  consistent  with  the  in¬ 
vestment  policies  of  each  applicant. 

Notice  is  further  given  that  any  inter¬ 
ested  person  may,  not  later  than  January 
16, 1958,  at  5:30  p.  m.,  submit  to  the  Com¬ 
mission  in  writing  any  facts  bearing  upon 
the  desirability  of  a  hearing  in  either  or 
both  such  matters  and  may  request  that 
a  hearing  be  held,  such  request  stating 
the  nature  of  his  interest,  the  reasons  for 
such  request  and  the  issues,  if  any,  of  fact 
or  law  proposed  to  be  controverted,  or  he 
may  request  that  he  be  notified  if  the 
Commission  should  order  a  hearing  as  to 
either  or  both  such  matters.  Any  such 
communication  or  request  should  be 
addressed :  Secretary,  Securities  and 
Exchange  Commission,  Washington  25, 
D.  C.  At  any  time  after  said  date,  either 
or  both  such  applications  may  be  granted 
as  provided  in  Rule  N-5  of  the  rules  and 
regulations  promulgated  under  the  act. 

By  the  Commission. 

[seal]  •  Orval  L.  DuBois, 

Secretary. 

[F.  R.  Doc.  58-210;  Piled,  Jan.  9,  1958; 

8:48  a.  m.] 

DEPARTMENT  OF  LABOR 

Wage  and  Hour  Division 

Learner  Employment  Certificates 
ISSUANCE  to  various  INDUSTRIES 

Notice  is  hereby  given  that  pursuant 
to  section  14  of  the  Fair  Labor  Standards 
Act  of  1938  (52  Stat.  1060,  as  amended; 
29  U.  S.  C.  201  et  seq.) ,  the  regulations  on 
employment  of  learners  (29  CFR  Part 
522),  and  Administrative  Order  No.  414 
(16  F.  R.  73675,  the  firms  listed  in  this 
notice  have  been  issued  special  certifi¬ 
cates  authorizing  the  employment  of 
learners  at  hourly  wage  rates  lower  than 
the  minimum  wage  rates  otherwise  ap-' 
plicable  under  section  6  of  the  act.  The 
effective  and  expiration  dates,  occupa¬ 
tions,  wage,  rates,  number  or  proportion 
of  learners,  learning  periods,  and  the 
principal  product  manufactured  by  the 
employer  for  certificates  issued  under 
general  learner  regulations  (§§  522.1  to 
522.11)  are  as  indicated  below.  Condi¬ 
tions  provided  in  certificates  issued  under 
special  industry  regulations  are  as  estab¬ 
lished  in  these  regulations. 

Apparel  Industry  Learner  Regulations 
(29  CFR  522.1  to  522.11,  as  amended,  and 
29  CFR  522.20  to  522.24,.as  amended). 
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NOTICCS 


,  The  following  learner  certificates  were 
■  issued  authorizing  the  employment  of 
10  percent  of  the  total  number  of  fac¬ 
tory  production  workers  for  normal  labor 
turnover  purposes.  The  effective  and  ex¬ 
piration  dates  are  indicated. 

Alabama  Textile  Product  Ctorp.,  Brantley, 
Ala.;  effective  1-1-58  to  12-31-58  (men’s  work 
shirts). 

Alamo  Shirt  Co.,  Alamo,  Ga.;  effective 
1-1-58  to  12-31-58  (men’s  and  boys’  sport 
shirts). 

Angelica  Uniform  Co.,  Mountain  View,  Mo.; 
effective  1-1-58  to  12-31-58  (washable  serv¬ 
ice  apparel). 

Angus  Manufacturing  Co.,  364  North 
Thomas  Street,  Athens,  Ga.;  effective  1-7-58 
to  1-6-59  (work  shirts,  pants). 

Archbald  Sewing  Co.,  140  Cherry  Street, 
Archbald,  Pa.;  effective  12-18-57  to  12-17-58 
(children’s  dresses) . 

Atwood,  Inc.,  Sparta,  N.  C.;  effective  1-2-58 
to  1-1-59  (work  pants). 

Bass  Manufacturing,  Inc.,  402  West  Main 
Street,  Plymouth,  Pa.;  effective  12-11-57  to 
12-10-58  (children’s  dresses) . 

Bel  Air  Manufacturing  Co.,  Bel  Air,  Md.; 
effective  1-1-58  to  12-31-58  (rainwear). 

B.  Bennett  Co.,  Inc.,  123  Magazine  Street, 
New  Orleans,  La.;  effective  12-27-57  to  12-26- 
68  (work  and  semidress  pants,  work  and 
sport  shirts) . 

Blue  Bell,  Inc.,  Tishomingo  Co.,  ’Tisho- 
ming.  Miss.;  effective  1-1-58  to  12-31-58 
(work  pants) . 

Branson  Garment  Co.,  Branson,  Mo.;  effec¬ 
tive  12-21-57  to  12-20-58  (trousers). 

Calumet  Garment  Co.,  913  East  Chicago 
Avenue,  East  Chicago,  Ind.;  effective  12-12-57 
to  12-11-58  (men’s  sport  and  dress  trousers). 

Cherryvale  Manufacturing  Co.,  Cherryvale, 
Kans.;  effective  1-4-58  to  1-3-59  (men’s  work 
clothes — pants) . 

Decattir  Shirt  Corp.,  Decatur,  Miss.;  effec¬ 
tive  12-12-57  to  12-11-58  (boys’  sport  shirts). 

Dunhill  Shirt  Co.,  Holden,  Mo.;  effective 
1-8-58  to  1-7-59  (men’s  shirts) . 

Dunhill  Shirt  Co.,  Lexington,  Mo.;  effec¬ 
tive  1-12-58  to  1-11-59  (men’s  shirts). 

Enterprise  Manufacturing  Co.,  Enterprise, 
Ala.;  effective  1-1-58  to  12-31-58  (dress 
shirts). 

Parah  of  Marfa,  Inc.,  Marfa,  Tex.;  effective 
12-24-57  to  12-23-58  (boys’  denim  dun¬ 
garees), 

Albert  Given  Manufacturing  Co.,  1301  West 
Chicago  Avenue,  East  Chicago,  Ind.;  effective 
12-12-57  to  12-11-58  (men’s  sport  and  dress 
trousers) . 

’The  Hercules  Trouser  Co.,  Wellston,  Ohio; 
effective  1-1-58  to  12-31-58  (men’s  and  boys’ 
single  pants). 

I.  B.  S.  Manufacturing  Co.,  New  Albany, 
Miss.;  effective  1-1-58  to  12-31-58  (boys’  and 
men’s  cotton  sport  shirts). 

Irwin  Manufactming  Co.,  New  Albany, 
Miss.;  effective  1-1-58  to  12-31-58  (men’s  and 
boys’  cotton  sport  shirts). 

F.  Jacobson  &  Sons.  Inc.,  Smith  and  Cor¬ 
nell  Streets,  Kingston.  N.  Y.;  effective 
12-31-57  to  12-30-58  (men’s  shirts). 

Johnnye  Manufacturing  Co.,  Albion,  Ill.; 
effective  1-1-58  to  12-31-58  (ladies’  dresses). 

Kennebec  Manufacturing  Co.,  Inc.,  North¬ 
ern  Avenue,  Gardiner,  Maine;  effective 
12-23-57  to  6-5-58  (replacement  certificate) 
(boys’  pants) . 

Lerner-Slone  Clothing  Corp.,  Forrest  City, 
Ark.;  effective  12-20-57  to  12-19-58  (men’s 
and  boys’  dress  slacks) . 

Samuel  Meltzer,  d/b/a  The  Liberty  Co., 
Alexander  Avenue.  Bradford,  Tenn.;  effec¬ 
tive  12-19-57  to  12-18-58  (men’s  and  boys’ 
pajamas). 

London  town  Manufactxiring  Co.,  5  North 
Haven  Street.  Baltimore,  Md.;  effective  1-1-58 
to  12-31-58  (men’s  raincoats  and  Jackets). 

R.  Lowenbaum  Manufacturing  Co.,  100 
South  Minnesota  Street,  Cape  Girardeau, 


Mo.;  effective  12-18-57  to  12-17-58  (Junior 
dresses) . 

R.  Lowenbaum  Manufacturing  Co.,  Sparta, 
Ill.;  effective  12-18-57  to  12-17-58  (Junior 
dresses) . 

McAlisterville  Cutting  &  Pressing  Plant, 
Payette  Township,  Juniata  County,  McAlis¬ 
terville,  Pa.;  E.  Salem  Sewing  Plant,  Dela¬ 
ware  Township,  Juniata  County,  Mifflintown, 
Pa.;  effective  12-28-57  to  12-27-58  (ladles’ 
pajamas,  men’s  and  boys’  sport  and  dress 
shirts) . 

Pleasantvllle  Manufacturing  Co.,  26  Ireland 
Avenue,  Pleasantvllle,  N.  J.;  effective  12-19-57 
to  12-18-58  (ladies’  pajamas  and  night¬ 
gowns)  . 

The  Raleigh  Corp.,  Raleigh,  Miss.;  effective 
12-23-57  to  12-22-58  (men’s  slacks  and  work 
clothes,  ladies’  slacks  and  work  clothes ) . 

Reliance  Manufacturing  Co.,  Tyrone,  Pa.; 
effective  1-1-58  to  12-31-58  (men’s  and  boys’ 
cotton  sport  shirts ) . 

Richfield  Shirt  Factory,  Monroe  Township, 
Juniata  County.  Richfield,  Pa.;  effective 
12-28-57  to  12-27-58  (men’s  and  boys’  dress 
and  sport  shirts). 

J.  H.  Rutter-Rex  Manufacturing  Co.,  Inc., 
3725  Dauphine  Street,  New  Orleans,  La.;  ef¬ 
fective  12-11-57  to  12-10-58  (cotton  work 
shirts,  pants). 

Shorenson  Co.,  Brownstown,  Lancaster 
County,  Pa.;  effective  12-16-57  to  12-15-58 
(ladies’  blouses) . 

Henry  I.  Siegel  Co.,  Inc.,  Bruceton,  Tenn.; 
effective  1-1-58  to  12-31-58  (sport  coats. 
Jackets) . 

Southeastern  Garment  Co.,  Ltd.,  128  Lump¬ 
kin  Street,  Monroe,  Ga.;  effective  12-19-57 
to  12-18-58  (men’s  dress  pants). 

Southern  Garment  Manufacturing  Co., 
Inc.,  Culpeper,  Va.;  effective  12-28-57  to 
12-27-58  (work  trousers.  Jackets). 

Square  Apparel  Co.,  181  Darling  Street, 
Wilkes-Barre,  Pa.;  effective  12-10-57  to 
12-9-58  (women’s  blouses). 

Standard  Romper  Co.,  Inc.,  Maine  Street, 
Brunswick,  Maine;  effective  12-23-57  to 
10-3-58  (replacement  certificate)  (boys’ 
shirts  and  pants). 

Standard  Romi>er  Co.,  Inc.,  335  Forest 
Avenue,  Portland,  Maine;  effective  12-23-57 
to  10-3-58  (replacement  certificate)  (chil¬ 
dren’s  outergarments). 

Stein-Way  Clothing  Co.,  711  West  Walnut 
Street,  Johnson  City,  Tenn.;  effective  12-20- 
57  to  12-19-58  (men’s  trousers). 

W.  E.  Stephens  Manufacturing  Co.,  Inc., 
Pulaski,  Tenn.;  effective  1-2-58  to  1-1-59 
(men’s  and  boys’  work  pants). 

Superb  Garments,  Inc.,  Pinckneyville,  Ill.; 
effective  12-21-57  to  12-20-58  (Junior  and 
misses  dresses ) . 

United  Pants  Co.,  Inc.,  222-228  Beade 
Street,  Plymouth,  Pa.;  effective  1-1-58  to 
12-31-58  (pants.  Jackets) . 

United  Pants  Co.,  Inc.,  Shoemaker  Street, 
Swoyerville,  Pa.;  effective  1-1-58  to  12-31-58 
(pants.  Jackets). 

Vernon  Manufacturing  Co.,  Vernon,  Tex.; 
effective  1-1-58  to  12-31-58  (men’s  and  boys’ 
cotton  trousers) . 

Vidalia  Garment  Co.,  Ltd.,  Vidalia,  Ga.; 
effective  1-1-58  to  12-31-58  (men’s  sport 
shirts). 

Warrenshire  Manufacturing  Co.,  Inc.,  50 
River  Street,  Warrensburg,  N.  Y.;  effective 
12-31-57  to  12-30-58  (men’s  dress  shirts). 

Warsaw  Manufacturing  Co.,  Warsaw,  N.  C.; 
effective  12-10-57  to  12-9-58  (ladles’  cotton 
dresses) . 

Waverly  Garment  Co.,  Waverly,  Tenn.; 
effective  12-27-57  to  12-26-58  (men’s  work 
shirts). 

Waynesboro  Garment  Co.,  Inc.,  Waynes¬ 
boro,  Ga.;  effective  12-16-57  to  12-15-58. 
Learners  to  be  used  only  in  the  manufacture 
of  men’s  and  boys’  bathrobes  (men’s  and 
boys’  bathrobes). 

Yunker  Manufacturing  Co.,  Inc.,  315  Ann 
Street,  Parkersburg,  W.  Va.;  effective  12-28- 
67  to  12-27-58  (infants’  cotton  apparel'). 


The  following  learner  certificates  wer# 
issued  authorizing  the  employment  of^ 
learners,  except  as  otherwise  indicated 
for  normal  labor  turnover  purposes^ 

Alma  Garment  Co.,  Corner  Shirley  and 
Bryan  Streets,  Douglas,  Ga.;  effective  12-iil 

57  to  12-17-58  (ladies’  sportswear). 

Benld  Garment  Co.,  815  East  Central  Ave 

nue,  Benld,  Ill.;  effective  12-23-57  to  12-22 

58  (ladies’ dresses) . 

Blue  Bell,  Inc.,  Shenandoah,  Va  ’  eflectiv 
12-10-57  to  12-9-58  (dungarees).  ’  * 

Velma  Harrell,  Medina,  Tex.;  effective  12- 
12-57  to  12-11-58;  three  learners  (children’i 
dresses) . 

Johnnye  Manufacturing  Co.,  Fairfield,  m  • 
effective  1-1-58  to  12-31-58  (ladies’  dre^j’ 

Linda  Lane  Garment  Co.,  Inc.,  106  West  p 
Bluff  Street,  Excelsior  Springs,  Mo.;  effective  ^ 

12-18-57  to  12-17-58  (orlon,  nylon,  and  dac-  }i 
ron  uniforms).  ^ 

R.  Lowenbaum  Manufacturing  Co.,  Red  li 

Bud,  Ill.;  effective  12-20-57  to  12-19-58;  five 
learners  (Junior  dresses). 

Mode  O’Day  Corp.,  4031/2  South  Main  I 

Street,  Ottawa,  Kans.;  effective  1-1-58  to  12-  5 

31-58  (ladies’  cotton  dresses). 

Nahas  &  Son,  Inc.,  10  Second  Street,  SW., 

Paris,  Tex.;  effective  12-18-57  to  13-^17-58 
(children’s  lingerie) . 

Palmetto  Garment  Co.,  Inc..  Travelen 
Rest,  S.  C.;  effective  12-18-57  to  12-17-58 
(children’s  cotton  and  nylon  underwear, 
outerwear  boxer  shorts) . 

Pollock  Dresses,  Inc.,  101  Schuylkill  Ave¬ 
nue,  Tamaqua,  Pa.;  effective  12-19-57  to  12- 
18-58;  five  learners  (children’s  dresses), 

Simon  &  Mogilner,  216  South  29th  Street, 
Birmingham,  Ala.;  effective  12-16-57  to  12^ 

15-58  (children’s  nylon  and  cotton  gar¬ 
ments)  . 

I,  Taitel  &  Son,  12  South  Prettyman 
Street,  Knox,  Ind.;  effective  12-23-57  to  12- 
22-58  (work  trousers). 

Bennett  C.  Webber  d/b/a  Pinewood  Manu¬ 
facturing  Co.,  3iy2  Exchange  Street,  Port¬ 
land,  Maine;  effective  12-23-57  to  12-22-58; 
six  learners  (children’s  cotton  shorts  and 
pedal  pushers). 

The  following  learner  certificates  were 
issued  for  plant  expansion  purposes. 

The  effective  and  expiration  dates  and 
the  number  of  learners  authorized  are 
indicated. 

Ackerman  Manufacturing  Co.,  Ackerman, 
Miss.;  effective  12-12-57  to  ^11-58;  20 
learners  (cotton  work  shirts). 

Alamo  Shirt  Co.,  Alamo,  Ga.;  effective  1- 
1-58  to  6-30-58;  25  learners  (men’s  and  boys' 
sport  shirts) . 

Atwood,  Inc.,  Sparta,  N.  C.;  effective  1-2-58 
to  7-1-58;  75  learners  (work  pants). 

Mid  South  Industries,  Hackleburg,  Ala.; 
effective  12-16-57  to  6-15-58;  40  learners 
(boys’  shirts). 

Palmetto  Garment  Co.,  Inc.,  Travelers 
Rest,  S.  C.,  effective  12-18-57  to  6-17-58;  10 
learners  ( children’s  cotton  and  nylon  under¬ 
wear,  outerwear  boxer  shorts) . 

The  Raleigh  Corp.,  Raleigh,  Miss.;  effec¬ 
tive  12-23-57  to  6-22-58;  225  learners  (men’s 
and  ladies’  slacks  and  work  clothes). 

Standard  Romper  Co.,  Inc.,  Maine  Street, 
Brunswick,  Maine;  effective  12-23-57  to  4-3- 
68;  30  learners  (replacement  certificate) 

(boys’  shirts  and  pants). 

Standard  Romper  Co.,  Inc.,  335  Forest  ATe- 
nue,  Portland,  Maine;  effective  12-23-57  to 
4-3-58;  25  learners  (replacement  certificate) 
(children’s  outer  garments). 

Glove  Industry  Learner  Regulations 
(29  CFR  522.1  to  522.11,  as  amended,  and 
29  CFR  522.60  to  522.65,  as  amended). 

Western  Glove  Co.,  Ortlng,  Wash.;  effective 
12-18-57  to  12-17-58;  6  learners  for  normal 
labor  turnover  purposes  (work  gloves). 
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Hosiery  Industry  Learner  Regulations 
(29  CPR  522.1  to  522.11,  as  amended,  and 
29  CPR  522.40  to  522.43,  as  amended) . 

Lenoir  Hosiery  Mills,  Inc.,  Lenoir,  N.  C.; 
(Tectlve  12-20-67  to  12-19-58;  6  percent  of 
the  total  number  of  factory  production 
workers  for  normal  labor  tvirnover  purposes 
,(uii-fashloned,  seamless) . 

Liberty  Hosiery  Mills,  Inc.,  Gibsonville, 
w  C.:  effective  12-18-57  to  12-17-58;  5  per¬ 
cent  of  the  total  number  of  factory  produc¬ 
tion  workers  for  normal  labor  turnover 
purposes  (finishing  full-fashioned  and  seam- 

**^^gers  Hosiery  Co..  Division  of  Wayne 
Knitting  Mills,  Athens,  Ga.;  effective  12-10-57 
to  6-9-58;  20  learners  for  plant  expansion 
purposes  (full-fashioned). 

^  Vermont  Hosiery  and  Machinery  Co.,  North 
jjain  Street,  Northfleld,  Vt.;  effective 
12-18-57  to  12-17-58;  5  learners  for  normal 
Ubor  turnover  pimposes  (seamless). 

Independent  Telephone  Industry 
Learner  Regulations  (29  CFR  522.1  to 
522.11.  as  amended,  and  29  CFR  522.70 
to  522.74,  as  amended) . 

The  North  Eaton  Telephone  Co.,  North 
Baton,  Ohio;  effective  12-23-57  to  12-22-58. 

Knitted  Wear  Industry  Learner  Regu¬ 
lations  (29  CFR  522.1  to  522.11,  as 
amended,  and  29  CFR  522.30  to  522.35, 
as  amended). 

Lady  Jane  Manufacturing  Co.,  Inc.,  125 
South  Spruce  Street,  Mt.  Carmel,  Pa.;  effec¬ 
tive  12-27-57  to  12-26-58;  5  percent  of  the 
total  number  of  factory  production  workers 
for  norirlal  labor  turnover  purposes  (ladies’ 
underwear) . 

J.  E.  Morgan  Knitting  Mills,  Inc.,  205  Cen¬ 
ter  Street,  Tamaqua,  Pa.;  effective  12-23-57 
to  12-22-58;  5  percent  of  the  total  number 
of  factory  production  workers  for  normal 
labor  turnover  purposes  (men’s  and  boys’ 
underwear). 

Shoe  Industry  Learner  Regulations 
(29  CPR  522.1  to  522.11,  as  amended,  and 
29  CFR  522.50  to  522.55,  as  amended) . 

The  following  learner  certificates  were 
Issued  authorizing  the  employment  of  10 
percent  of  the  total  number  of  factory 
production  workers  for  normal  labor 
turnover  purposes,  except  as  otherwise 
indicated.  The  effective  and  expiration 
dates  are  indicated. 

International  Shoe  Co.,  Batesville  Factory, 
Batesville,  Ark.;  effective  12-17-57  to 
12-16-58. 

International  Shoe  Co.,  Elden,  Mo.;  effec¬ 
tive  12-23-57  to  12-22-58. 

International  Shoe  Co.,  Kirksville,  Mo.; 
effective  12-12-57  to  12-11-58. 

International  Shoe  Co.,  Salem  Factory, 
Salem,  Mo.;  effective  12-16-57  to  12-15-58. 

International  Shoe  Co.,  Springfield  Factory, 
Springfield,  Ill.;  effective  12-13-57  to 
12-12-58. 

International  Shoe  Co.,  West  Plains,  Mo.; 
effective  12-12-57  to  12-fl-58. 

International  Shoes,  Kiefner  Factory, 
Perryville,  Mo.;  effective  12-23-57  to  12-22-58. 

Moran  Shoe  Co.,  Carlyle,  Ill.;  effective 
12-12-57  to  12-11-58. 

Northern  Shoe  Co.,  Pulaski,  Wis.;  effective 
12-13-57  to  6-12-58;  55  learners  for  plant 
expansion  purposes. 

Regulations  Applicable  to  the  Employ¬ 
ment  of  Learners  (29  CFR  522.1  to  522.11, 
as  amended). 

The  Eagle  Glove  &  Garment  Co.,  215  North 
Franklin  Street,  Muncie,  Ind.;  effective  12- 
19-57  to  6-18-58;  authorizing  the  employ¬ 
ment  of  5  learners  for  normal  labor  turnover 
purposes,  in  the  occupation  of  sewing  ma¬ 
chine  operator  for  a  learning  period  of  160 


hours  at  the  rate  of  77V5!  cents  an  hour 
(leather,  flannel,  plastic,  asbestos,  Jersey  and 
work  gloves,  and  shop  aprons). 

Dust  Proof  Mattress  Cover  Co.,  Inc., 
Ellwood  City,  Pa.;  effective  12-18-57  to 
6-17-58;  authorizing  the  employment  of  5 
learners  for  normal  labor  turnover  purposes, 
in  the  occupation  of  sewing  machine  operat¬ 
ing  for  a  learning  period  of  320  hours  at  the 
rate  of  85  cents  an  hour  (mattress  and  pillow 
covers,  bedspreads) . 

M.  Snower  &  Co.,  Plant  No.  1,  Div.  of 
Opelika  Manufacturing  Corp.,  First  Avenue, 
Opelika,  Ala.;  effective  12-19-57  to  6-18-58; 
authorizing  the  employment  of  10  percent  of 
the  total  number  of  factory  production  work¬ 
ers  for  normal  labor  turnover  purposes.  In 
the  occupation  of  sewing  machine  operating 
for  a  learning  period  of  320  hours  at  the  rate 
of  85  cents  an  hour  (butcher  aprons,  towels, 
napkins,  table  cloths). 

Target  Sportswear,  Inc.,  Dream  City  Park, 
Port  Carbon,  Pa.;  effective  12-16-67  to 
6-15-58;  authorizing  the  employment  of  5 
learners  for  normal  labor  turnover  purposes, 
in  the  occupation  of  sewing  machine  operat¬ 
ing  for  a  learning  period  of  480  hours  at  the 
rates  of  85  cents  an  hour  for  the  first  280 
hours  and  90  cents  an  hour  for  the  remaining 
200  hours  (men’s  suburban  coats). 

The  following  learner  certificates  were 
issued  in  Puerto  Rico  to  the  companies 
hereinafter  named.  The  effective  and 
expiration  dates,  learner  rates,  occupa¬ 
tions,  learning  periods,  and  the  number 
or  proportion  of  learners  authorized  to  be 
employed,  are  as  indicated. 

Arco  Industrial  Corp.,  Lucchetti  Subdiv., 
Bayamon,  P.  R.;  effective  12-15-57  to  3-22-58; 
authorizing  the  employment  of  24  learners 
for  plant  expansion  purposes,  in  the  occupa¬ 
tions  of  spinner  and  polisher,  each  for  a 
learning  period  of  480  hours  at  the  rates  of 
75  cents  an  hour  for  the  first  240  hours  and  88 
cents  an  hour  for  the  remaining  240  hours 
(replacement  certificate)  (holloware). 

The  Carib  Co.,  Inc.,  Aibonito,  P.  R.;  effec¬ 
tive  11-22-57  to  11-21-58;  authorizing  the 
employment  of  15  learners  for  normal  labor 
turnover  purposes,  in  the  occupation  of  ma¬ 
chine  stitching  for  a  learning  period  of 
480  hours  at  the  rates  of  51  cents  an  hour 
for  the  first  240  hours  and  59  cents  an  hour 
for  the  remaining  240  hours  (women’s 
gloves) . 

Columbia  Manufacturing  Co.,  San  Lorenzo, 
P.  R.;  effective  11-15-57  to  1-20-58;  authoriz¬ 
ing  the  employment  of  10  learners  for  plant 
expansion  purposes;  in  the  occupations  of 
straightening,  inspection,  sand  blast,  wash¬ 
ing,  degrease,  color,  induction  brazing,  slot 
milling,  and  thread  rolling,  each  for  a  learn¬ 
ing  period  of  480  hours  at  the  rates  of  75 
cents  an  hour  for  the  first  240  hours  and  88 
cents  an  hour  for  the  remaining  240  hours 
(replacement  certificate)  (metal  cutting 
tools ) . 

Consolidated  Cigar  Corp.  of  Puerto  Rico, 
Caguas,  P.  R.;  effective  12-8-57  to  6-17-58; 
authorizing  the  employment  of  112  learners 
for  normal  labor  turnover  purposes,  in  the 
occupations  of :  ( 1 )  cigar  making  and  pack¬ 
ing,  each  for  a  learning  period  of  320  hours 
at  the  rates  of  60  cents  an  hour  for  the  first 
160  hours  and  68  cents  an  hour  for  the  re¬ 
maining  160  hours;  (2)  sorting,  sizing  and 
tying,  each  for  a  learning  period  of  240  hours 
at  the  rate  of  60  cents  an  hour;  and  (3) 
machine  stripping  and  inspectors,  each  for  a 
learning  period  of  160  hours  at  the  rate  of  60 
cents  an  hour  (cigars)  (replacement  certifi¬ 
cate  ) . 

Electric  Wave  Filters,  Inc.,  Ceiba,  P.  R:;  ef¬ 
fective  11-15-57  to  3-16-58;  authorizing  the 
employment  of  10  learners  for  plant  expan¬ 
sion  purposes,  in  the  occupations  of  coil 
winding  and  assembly  work  on  electric  wave 
filters,  each  for  a  learning  period  of  480 
hours  at  the  rates  of  70  cents  an  hour  for 
the  first  240  hours  and  80  cents  an  hour  for 


the  remaining  240  hours  (replacement  cer¬ 
tificate)  (electric  wave  filters). 

Fairfield  Manufacttwlng  Ck).,  Inc.,  Santiu*ce. 
P.  R.;  effective  11-15-57  to  5-31-68;  author¬ 
izing  the  employment  of  10  learners  for 
normal  labor  turnover  purposes,  in  the  oc¬ 
cupations  of  assembler,  welder,  racker,  plater, 
dipper,  de-racking  and  box  making  and  nip 
maker,  each  for  a  learning  period  of  480 
hours  at  the  rates  of  65  cents  an  hour  for 
the  first  240  hovus  and  76  cents  an  hour  for 
the  remaining  240  hours  (replacement  cer¬ 
tificate)  (drapery  plea  ter  hooks). 

General  Electric  Instrument  (jorp.,  Caguas, 
P.  R.;  effective  11-15-57  to  4-21-58;  author¬ 
izing  the  employment  of  55  learners  for  plant 
expansion  purposes,  in  the  occupations  of  sub 
assembly  and  final  assembly  of  small  panel 
instruments,  exposure  meters  and  small 
portable  instruments,  each  for  a  learning 
period  of  480  hours  at  the  rates  of  70  cents 
an  hour  for  the  first  240  hours  and  80  cents 
an  hour  for  the  remaining  240  hours  (re¬ 
placement  certificate)  (electrict  instru¬ 
ments)  . 

General  Electric  Wiring  Devices,  Inc., 
Juana  Diaz,  P.  R.;  effective  11-15-57  to 
2-18-58;  authorizing  the  employment  of  106 
learners  for  plant  expansion  pmposes,  in  the 
occupations  of  molder  and  assembler,  each 
for  a  learning  period  of  480  hours  at  the 
rates  of  70  cents  an  hour  for  the  first  240 
hours  and  80  cents  an  hour  for  the  remaining 
240  hours  (replacement  certificate)  (elec¬ 
trical  wiring  devices). 

Gordonshire  Knitting  Mills,  Inc.,  Cayey, 
P.  R.;  effective  12-3-57  to  6-2-58;  authcnriz- 
ing  the  employment  of  35  learners  for  plant 
expansion  purposes,  in  the  occupations  of: 
(1)  looper  and  mender  for  a  learning  period 
of  960  hours  at  the  rates  of  50  cents  an  hour 
for  the  first  480  hours  and  56  cents  an  hour 
for  the  remaining  480  hours;  and  (2)  exam¬ 
iner  and  knitter  for  a  learning  period  of  240 
hours  at  the  rate  of  50  cents  an  hour  (seam¬ 
less  hosiery ) . 

Gordonshire  Knitting  Mills,  Inc.,  Cayey, 
P.  R.;  effective  12-2-57  to  6-1-58;  authoriz¬ 
ing  the  employment  of  12  learners  for  plant 
expansion  purposes,  in  the  occupations  of 
hand  fashion  knitting  machine  operator 
(knitting  to  specification)  for  a  learning  pe¬ 
riod  of  480  hours  at  the  rates  of  68  cents  an 
hour  for  the  first  240  hours  and  80  cents  an 
hour  for  the  remaining  240  hours  (sweaters). 

Guayama  Children’s  Wear  Co.,  Inc.,  Guay- 
ama,  P.  R.;  effective  11-22-57  to  5-21-58;  au¬ 
thorizing  the  employment  of  30  learners  for 
plant  expansion  purposes,  in  the  occupation 
of  sewing  machine  operator  for  a  learning 
period  of  480  hours  at  the  rates  of  45  cents 
an  hour  for  the  first  240  hours  and  50  cents 
an  hour  for  the  remaining  240  hours  (chil¬ 
dren’s  dresses). 

Howell  Instruments  of  Puerto  Rico,  263 
Carpenter  Road,  (Interior),  Hato  Rey,  P.  R.; 
effective  11-15-67  to  3-29-58;  authorizing  the 
employment  of  12  learners  for  plant  expan¬ 
sion  purposes,  in  the  occupation  of  assembler; 
for  a  learning  period  of  480  hours  at  the  rates 
of  70  cents  an  hour  for  the  first  240  hours  and 
80  cents  an  hour  for  the  remaining  240  hours 
(replacement  certificate)  (electronic  instru¬ 
ments)  . 

Miller  Dress'^actory  of  P.  R.,  Inc.,  Barce- 
loneta,  P.  R.;  effective  11-23-57  to  5-22-58; 
authorizing  the  employment  of  60  learners 
for  plant  expansion  purposes,  in  the  occu¬ 
pation  of  sewing  machine  operator  for  a 
learning  period  of  480  hours  at  the  rates  of 
54  cents  an  hour  for  the  first  240  hoius  and 
63  cents  an  hour  for  the  remaining  240  hours 
(ladies’  dresses). 

Miniature  Precision  Balls,  Inc.,  Tres  Mon- 
Jltas  Street,  corner  of  Buena  Vista  Street, 
Roosevelt  Industrial  Urb.,  Santurce,  P.  R.; 
effective  11-18-57  to  5-17-58;  authorizing  the 
employment  of  4  learners  for  normal  labor 
turnover  purposes,  in  the  occupations  of 
machine  operator:  wire  to  slugs,  rolling, 
grinding  and  polishing  of  balls;  gaging  and 
inspection,  each  for  a  learning  period  of  480 
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hours  at  the  rates  of  75  cents  an  hour  for  the 
first  240  hours  and  88  cents  an  hour  for  the 
remaining  240  hours  (miniature  balls). 

Pan  American  Products  Corp.,  Long  Build¬ 
ing.  Matadero  Road,  Puerto  Nuevo,  Caparra 
Heights,  P.  R.;  effective  12-2-57  to  6-1-58; 
authorizing  the  employment  of  20  learners 
for  expansion  purposes,  in  the  occupations  of 
coiling  machine  operator,  trimming  and 
rounding,  each  for  a  learning  period  of  480 
hours  at  the  rates  of  65  cents  an  hour  for  the 
first  240  hours  and  76  cents  an  hour  for  the 
remaining  240  hours  (wire  fillers  for  venti¬ 
lated  cushions) . 

Rio  Manufacturing  Corp.,  State  Road  8380, 
Rio  Piedras,  P.  R.;  effective  11-15-57  to  1-31- 
58;  authorizing  the  employment  of  8  learners 
for  normal  labor  turnover  purposes,  in  the 
occupations  of  grinder,  crimper,  spotter, 
silver  welder,  and  spiral  tool,  each  for  a  learn¬ 
ing  period  of  480  hours  at  the  rates  of  75 
cents  an  hour  for  the  first  240  and  88  cents 
an  hour  for  the  remaining  240  hours  (re¬ 
placement  certificate)  (fishing  tackle  hard¬ 
ware). 

Soil  Electronics  Manufacturing  Corp.,  5 
Santiago  Iglesias  Street,  stop  27,  Hato  Rey, 
P.  R.;  effective  11-15-57  to  3-23-58;  author¬ 
izing  the  employment  of  10  learners  for 
plant  expansion  purposes,  in  the  occupations 
of  soil  block  operator,  cable  maker,  resistor 
winder,  solderer  and  finisher,  instrument 
solderer,  and  instrument  assembler  inspec¬ 
tor-tester,  each  for  a  learning  period  of  480 
hours  at  the  rates  of  70  cents  an  hour  for 
the  first  240  hours  and  80  cents  an  hour  for 
the  remaining  240  hours  (coil  winding  and 
assembly  work  on  soil  blocks,  soil  testing 
instruments,  liquid  testing  instruments  and 
resistors)  (replacement  certificate). 

Standard  Products  Co.,  Inc.,  Hato  Rey, 
P.  R.;  effective  11-15-57  to  3-3-58;  author¬ 
izing  the  employment  of  70  learners  for  plant 
expansion  purposes,  in  the  occupations  of 
winding,  stacking,  electrical  and  mechanical 
testing,  finishing,  and  processing,  each  for 
a  learning  period  of  480  hours  at  the  rates 
of  68  cents  an  hour  for  the  first  240  hours 
and  77  cents  an  hour  for  the  remaining  240 
hours  (replacement  certificate)  (assembly 
of  transformers ) . 

Tempo  Glove  Corp.,  Coqui  Ward,  Salinas, 
P.  R.;  effective  11-20-57  to  5-1P-58:  author¬ 
izing  the  employment  of  25  learners  for  plant 
expansion  purposes,  in  the  occupations  of 
glove  forming  and  pressing,  balls  and  slides, 
each  for  a  learning  period  of  480  hours  at  the 
rates  of  51  cents  an  hour  for  the  first  240 
hours  and  59  cents  an  hour  for  the  remain¬ 
ing  240  hours  (leather  gloves). 

Tobacco  Products  Manufacturing  Corp.,  of 
Puerto  Rico,  Caguas,  P.  R.;  effective  12-8-57 
to  5-20-58;  authorizing  the  employment  of 
80  learners  for  plant  expansion  purposes,  in 
the  occupations  of :  ( 1 )  sorter  for  a  learning 
period  of  240  hours  at  the  rate  of  60  cents 
an  hour;  and  (2)  sizer  for  a  learning  period 
of  160  hours  at  the  rate  of  60  cents  an  hour 
(replacement  certificate)  (tobacco). 

West  Manufacturing  Corp.,  Concordia  St. 
(Final)  Malecon  Ward,  Mayaguez,  P.  R.; 
effective  11-25-57  to  5-24-58;  authorizing 
the  employment  of  12  learners  for  plant  ex¬ 
pansion  purposes,  in  the  occupation  of  sew¬ 
ing  machine  operator  for  a  learning  period 
of  480  hours  at  the  rates  of  54  cents  an  hour 
for  the  first  240  hours  and  63  cents  an  hour 
for  the  remaining  240  hours  (automobile  seat 
covers ) . 

The  following  learner  certificate  was 
issued  in  the  Virgin  Islands  to  the  com¬ 
pany  hereinafter  named.  The  effective 
and  expiration  dates,  learner  rates,  occu¬ 
pations,  learning  periods,  and  the  num¬ 
ber  or  proportion  of  learners  authorized 
to  be  employed,  are  as  indicated. 

Matthewsons,  Inc.,  St.  Thomas,  V.  I.;  effec¬ 
tive  11-25-57  to  5-24-58;  authorizing  the 
employment  of  5  learners  for  normal  labor 
turnover  purposes,  in  the  occupation  of  ma¬ 


chine  embroidery  operator  for  a  learning  pe¬ 
riod  of  240  hours  at  the  rate  of  45  cents  an 
hour  (machine  embroidery). 

Each  learner  certificate  has  been  is¬ 
sued  upon  the  representations  of  the  em¬ 
ployer  which,  among  other  things,  were 
that  employment  of  learners  at  submini¬ 
mum  rates  is  necessary  in  order  to  pre¬ 
vent  curtailment  of  opportunities  for 
employment,  and  that  experienced  work¬ 
ers  for  the  learner  occupations  are 
not  available.  The  certificates  may  be 
annulled  or  withdrawn,  as  indicated 
therein,  in  the  manner  provided  in  Part 
528  of  Title  29  of  the  Code  of  Federal 
Regulations.  Any  person  aggrieved  by 
the  issuance  of  any  of  these  certificates 
may  seek  a  review  or  reconsideration 
thereof  within  fifteen  days  after  publi¬ 
cation  of  this  notice  in  the  Federal  Reg¬ 
ister  pursuant  to  the  provisions  of  29 
CFR  522.9. 

Notice  is  hereby  given  that  pursuant 
to  Section  14  of  the  Fair  Labor  Stand¬ 
ards  Act  of  1938  (52  Stat.  1060,  as 
amended;  29  U.  S.  C.  201  et  seq.),  and 
Part  527  of  the  regulations  issued  there¬ 
under  (29  CFR  Part  527)  a  special  cer¬ 
tificate  authorizing  the  employment  of 
student-workers  at  hourly  wage  rates 
lower  than  the  minimum  wage  rates 
applicable  under  section  6  of  the  act  has 
been  issued  to  the  firm  listed  below.  Ef¬ 
fective  and  expiration  dates,  occupa¬ 
tions,  wage  rates,  number  or  proportion 
of  student-workers  as  learners,  and 
learning  periods  for  the  certificate  issued 
under  Part  527  are  as  indicated  below. 

Regulations  Applicable  to  the  Employ¬ 
ment  of  Student-Workers  (29  CFR  527.1 
to  527.9). 

Campion  Academy,  Loveland,  Colo.;  effec¬ 
tive  12-9-57  to  9-31-58;  authorizing  the  em¬ 
ployment  of  12  student-workers  in  the  broom 
manufacturing  industry  in  the  occupations 
of  brdbm  maker,  stitcher,  sorter,  winder,  and 
related  skilled  and  semi-skilled  occupations, 
each  for  a  learning  period  of  360  hours  at  the 
rates  of  80  cents  an  hour  for  the  first  180 
hours  and  85  cents  an  hour  for  the  remaining 
180  hours. 

This  student-worker  certificate  was  is¬ 
sued  upon  the  applicant’s  representa¬ 
tions  and  supporting  material  fulfilling 
the  statutory  requirements  for  the  is¬ 
suance  of  such  certificate,  as  interpreted 
and  applied  by  Part  527. 

Signed  at  Washington,  D,  C.,  this  2d 
day  of  January  1958. 

Milton  Brooke, 
Authorized  Representative 
of  the  Administrator. 

[F.  R.  Doc.  58-196;  Filed,  Jan.  9,  1958; 

8:45  a.  m.J 


Wage  and  Hour  and  Public  Contracts 
Divisions 

[Administrative  Order  485] 

Appointment  of  Authorized  Representa¬ 
tives  To  Grant,  Deny,  Withdraw  or 
Annul  Certain  Special  Certificates 

Pursuant  to  authority  under  the  Fair 
Labor  Standards  Act  of  1938  (52  Stat. 
1060,  as  amended;  29  U.  S.  C.  201  et  seq.) , 
Reorganization  Plan  No.  6  of  1950  (64 
Stat.  1263;  3  CFR,  1950  Supp.,  p.  165), 
General  Order  No.  45-A  of  the  Secretary 


of  Labor  (15  F.  R.  3290) ,  General  Order 
No.  85-A  of  the  Secretary  of  Labor  (29 
F.  R.  7614),  the  Walsh-Healey  Pub£ 
Contracts  Act  (49  Stat.  2036,  as  amended- 
41  U.  S.  C.  35  et  seq.) ,  and  the  minimum 
wage  determinations  and  regulations  of 
the  Secretary  of  Labor  thereunder  (4i 
CFR  201  and  202),  the  Administrator  of 
the  Wage  and  Hour  and  Public  Contracts 
Divisions,  United  States  Department  (rf 
Labor,  hereby: 

A.  Designates  and  appoints  as  his  au- 
thorized  representatives  the  following 
persons  who  are  employees  in  the  Wage 
and  Hour  and  Public  Contracts  Divisions 
except  as  otherwise  stated,  with  full 
power  and  authority  to  grant  or  deny 
applications  for  special  certificates  au¬ 
thorizing  employment  of  student  learn- 
ers,  apprentices,  handicapped  persons, 
and  handicapped  clients  in  sheltered 
workshops,  as  provided  in  29  CFR  Parts 
520,  521,  524,  and  525  and  as  provided 
in  41  CFR  (Parts  201  and  202)  and  to 
take  such  other  action  as  may  be  neces¬ 
sary  or  approMtiate  therewith:  (1)  The 
Assistant  Administrator  in  charge  of  the 
Office  of  Enforcement,  within  the  Dis- 
trict  of  Columbia,  (2)  the  Regional 
Directors  and  the  Deputy  Regional  Di¬ 
rectors  within  their  respective  regions, 

( 3 )  the  Territorial  Representative  of  the 
Secretary  of  Labor  for  the  Territory  of 
Hawaii,  within  the  Territory  of  Hawaii, 

(4)  the  Territorial  Director  and  the  Dep¬ 
uty  Territorial  Director  for  Puerto  Rico 
and  the  Virgin  Islands,  within  Puerto 
Rico  and  the  Virgin  Islands,  and  (5)  the 
Commissioner,  North  Carolina  Depart¬ 
ment  of  Labor,  within  the  State  of  North 
Carolina; 

B.  Designates  and  appoints  as  his  au¬ 
thorized  representatives  the  following 
persons  who  are  employees  in  the  Wage 
and  Hour  and  Public  Contracts  Divi¬ 
sions,  with  full  power  and  authority  to 
grant  or  deny  applications  for  special 
certificates  authorizing  the  employment 
of  learners  and  student  workers  at  sub¬ 
minimum  wage  rates  as  provided  in  29 
GFR  Parts  522  and  527  and  pursuant  to 
41  CFR  Parts  201  and  202  and  to  take 
such  other  action  as  may  be  necessary 
or  appropriate  in  connection  therewith: 
(1)  The  Assistant  Administrator  in 
charge  of  the  Office  of  Wage  Determina¬ 
tions,  (2)  the  Director  of  the  Division 
of  Special  Minimum  Wages,  and  (3)  the 
Assistant  Director  of  the  Division  of 
Special  Minimum  Wages. 

C.  Revokes  and  withdraws  Adminis¬ 
trative  Orders  Nos.  361,  362,  383, 393, 414, 
415  (revised),  446,  and  384,  except  for 
those  portions  of  384  relating  to  home¬ 
work  certificates.  All  other  authority 
to  revoke,  cancel,  withdraw,  or  annul 
certificates  issued  pursuant  to  section  14 
of  the  Fair  Labor  Standards  Act  of  1938 
and  the  regulations  issued  thereunder, 
including  those  which  have  effect  under 
the  Walsh-Healey  Public  Contracts  Act, 
as  w’ell  as  all  other  authority  to  grant 
or  deny  applications  for,  or  to  sign  or 
issue  such  certificates  is  hereby  revoked 
and  withdrawn.  The  officers  heretofore 
authorized  to  effect  premature  termina¬ 
tion  of  certificates  issued  under  Parts 
520,  521,  522,  523,  524,  and  527  of  Titie 
29  of  the  Code  of  Federal  Regulations  are 
now  identified  in  and  limited  by  29  CFR 
Part  528. 
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fridayi 

tsiimed  at  Washington,  D.  C.,  this  3d 
^ol  January  1958. 

Clarence  T.  Lundquist, 
Acting  Administrator, 

a  Doc.  58-218;  Filed,  Jan.  9,  1958; 
’  8:49  a.  m.J 


department  of  the  treasury 

Foreign  Assets  Control 

TgpORTATION  OF  CERTAIN  MERCHANDISE 

Directly  From  Hong  Kong 

available  certifications  by  the 
government  of  hong  KONG 

Notice  is  hereby  given  that  certificates 
of  origin  issued  by  the  Department  of 
Commerce  and  Industry  of  the  Govern¬ 
ment  of  Hong  Kong  under  procedures 
igrek  upon  between  that  government 
ind  the  Foreign  Assets  Control  are  now 
available  with  respect  to  the  importation 
into  the  United  States  directly,  or  on  a 
through  bill  of  lading,  from  Hong  Kong 
of  the  following  additional  commodities: 

cotton  piece  goods. 

Cotton  yarn. 

[seal]  Elting  Arnold, 

Acting  Director, 
Foreign  Assets  Control. 

(F  R.  Doc.  58-209;  Filed,  Jan.  9,  1958; 
8:48  a.  m.l 


DEPARTMENT  OF  AGRICULTURE 

Commodity  Credit  Corporation 

Sales  of  Certain  Commodities 

JANITARY  1958  MONTHLY  SALES  LIST 

Pursuant  to  the  policy  of  Commodity 
Credit  Corporation  issued  October  12, 
1954  (19  P.  R.  6669)  and  subject  to  the 
ttfflditions  stated  therein,  the  commodi¬ 
ties  listed  below  are  available  for  sale  in 
the  quantities  stated  and  on  the  price 
tnsis  set  forth.  The  Commodity  Credit 
Corporation  will  entertain  offers  from 
prospective  buyers  for  the  purchase  of 
my  such  commodity. 

Applicable  interest  rates  on  sales  made 
In  January  under  the  Export  Credit  Sales 
Announcement  GSM  1  are  as  follows; 

For  periods  up  to  and  including  6  months, 
1  percent  per  annum. 

For  periods  over  6  months  up  to  and  in¬ 
cluding  18  months,  4V^  percent  per  annum. 

For  periods  over  18  months  up  to  and  in¬ 
cluding  36  months,  5  percent  per  annum. 

The  Commodity  Credit  Corporation 
reserves  the  right,  before  making  any 
sale,  to  define  or  limit  export  areas.  An¬ 
nouncements  containing  the  contractual 
terms  and  conditions  of  sale  for  the 
respective  commodities  will  be  furnished 
upon  reauest.  For  ready  reference  a 
number  of  these  announcements  are 
identified  by  code  number  in  the  follow¬ 
ing  list. 

Commodity  Credit  Corporation  also 
reserves  the  right  to  amend,  from  time 
to  time,  any  of  its  announcements,  which 
amendments  shall  be  applicable  to  and 
lie  made  a  part  of  the  sales  contracts 
thereafter  and  entered  into. 

No.  7— 4 


Janttart  1958  Monthly  Salks  List 

NOTICE  TO  BTTTKBS 

On  sales  for  which  the  buyer  is  required  to  submit  proof  to  CCC  of  exportation,  the 
buyer  (1)  shall  be  regularly  engaged  in  the  business  of  buying  or  selling  commodities 
and,  for  this  purpose,  shall  maintain  a  bona  fide  business  office  in  the  United  States,  its 
Territories,  or  possessions  and  therein  have  a  person,  principal  or  resident  agent,  upon 
whom  service  of  Judicial  process  may  be  had,  and  (2)  shall  submit  a  financial  statement, 
bank  advice,  surety  bond  or  other  evidence  of  financial  responsibility  as  may  be  required 
by  CCC. 


Commodity  and  approximate 
quantity  available  (subject 
to  i>rior  sale) 


Sales  price  or  method  of  sale 


Dairy  piotlucts. 


Butler  (ivs  available) 


Nonfat  dry  milk:  spray, 
roller— as  available. 


Clie<l<iar  cheese,  Cheddars, 
flats,  twins,  and  rindless 
bhwks  (standard  moisture 
basis)  140,000,000  i>ouuds. 

Cotton,  Upland . 


Colton,  Extra  Long  Staple . | 

Peanuts . . 

Wlieat,  bulk.. . . . 


Com,  bulk, 


All  sales  are  under  LD-26.  All  sales  are  in  carlots  only.  As  many  as  3  buyers 
may  participate  in  purcliasing  a  single  carlot. 

Domestic  price:  For  unrestricted  use  price  is  “in  store”  <  at  storage  locations 
of  products.  For  restricted  use  price  is  on  the  bivsis  of  delivery  f.  o.  b.  cars 
at  ])oint  of  use  named  in  oiler.  CCC  will  convert  to  “in  store”  price  as  pro* 
vidtMl  in  LD-2t'>. 

Exiwrt  prices  are  on  the  basis  of  delivery  f.  a.  s.  ves,sel  or  at  buyer's  option 
f.  o.  b.  etirs  point  of  export.  If  delivery  is  to  be  “in  store”  CCC  will  convert 
to  “in  store”  price  as  provided  in  LD-26. 

Submission  of  offers:  For  products  in  Arizona,  California,  Idaho,  Nevada, 
Oregon,  Utah,  and  Washington,  submit  offers  to  the  Portland  CSS  Commo«l- 
ity  Office.  For  products  in  other  States  and  the  District  of  Columbia,  sub¬ 
mit  offers  to  the  Cincinnati  CSS  Commodity  Office. 

Domestic,  unrestricted  u.so:  63.5  cents  per  pound.  New  York,  New  Jersey, 
Pennsylvania,  New  England,  and  other  States  bordering  the  Atlantic  Ocean 
and  Oulf  of  Mexico.  62.75  cents  per  pound,  W^ashington,  Oregon,  and  Cali¬ 
fornia.  All  other  States  62.5  cents  i)er  pound. 

Domestic— restricted  use:  For  use  as  an  extender  for  cocoa  butter  in  the  manu 
facturc  of  chocolate  and  in  such  a  manner  as  will  not  displace  other  dairy 
products  from  u.se  in  the  manufacture  of  chocolate  or  in  the  manuf^ture  of 
otlier  products  made  from  chocolate,  39  cents  per  pound. 

Ex|)ort,  unrestricted  use:  39  cents  per  pound. 

Domestic,  unrestricted  use:  Spray  process,  U.  S.  Extra  Grade;  in  barrels  and 
drums,  17.0  cents  per  pound;  in  bags,  16.15  cents  per  pound.  Roller  process, 
U.  S.  Extra  Grade;  in  barrels  and  drums,  15.0  cents  per  pound;  in  bags,  14.15 
ctmts  per  pound. 

Domestic,  restricted  use  (animal  and  poultry  feed):  In  barrels  and  dmms, 
11.5  cents  per  pound;  in  bags,  10.65  cents  per  pound. 

Exjwrt,  unrestricted  use;  Spray  or  roller  proce.ss,  U.  8.  Extra  Grade;  in  barrels 
and  drums,  9.9  cents  per  pound;  in  bags,  9.05  cents  per  pound. 

Domestic:  38  cents  per  pound,  for  New  York,' New  Jersey,  Penn.sylvania, 
New  England,  and  other  States  bordering  the  Atlantic  and  Pacific  and  Gulf 
of  Mexico.  All  other  States  37  cents  per  pound. 

Ex{)ort:  22  cents  per  pound.  Cheese  prices  are  subject  to  usual  adjustments 
for  moLsture  content. 

Domestic:  Competitive  bid  and  imder  the  terms  and  conditions  of  Announce¬ 
ment  NO-C-5,  Revision  1,  but  not  less  than  the  higher  of  (1)  105  percent  of 
the  current  support  price  plus  reasonable  carrying  charges,  or  (2)  the  domestic 
market  price  as  determined  by  CCC. 

Ex|)ort:  Competitive  bid  and  under  the  terms  and  conditions  of  Announce¬ 
ments  CN-EX-4  and  NO-C-O,  as  amended. 

Domestic:  Competitive  hid  and  under  the  terms  and  conditions  of  Announce¬ 
ment  NO-C-6,  as  amended,  and  NO-C-10,  as  amended,  but  not  less  than 
the  higher  of  (1)  105  percent  of  the  current  support  price  plus  reasonable 
carrying  charges,  or' (2)  the  domestic  market  price  as  determined  by  CCC. 

Export:  Competitive  bid  and  under  the  terms  and  conditions  of  Announce¬ 
ment  N O-C-6,  as  amended,  and  N O-C-10,  as  amended.  Catalogs  for  Upland 
and  Extra  Long  Staple  cotton  showing  ^antities,  qualities,  and  locations 
may  be  obtained  for  a  nominal  fee  from  the  New  Orleans  CSS  Commodity 
Office. 

Domestic  (for  crushing)  or  export:  Competitive  bid  basis  for  limited  quantities 
announced  by  Peanut  Cooperative  As.sociations  under  CCC  Peanut  Au- 
nouncement  1  as  amended.  Available  Dallas  CSS  Commodity  Office. 

Domestic;  Commercial  wheat-producing  area:  Market  price,  basis  in  store*, 
blit  not  less  than  the  1957  applicable  loan  rate,  plus  (1)  28  cents  per  bushel  if 
received  by  truck,  or  (2)  23  cents  jier  bushel  if  received  by  rail  or  barge. 

Examples  of  the  foregoing  minimum  per  bushel  (ex  rail  or  barge):  Chicago,  No. 
1  RW',  $2..')5:  Minneapolis,  No.  1  DNS,  $2.59;  Kansas  City,  No.  1  HW,  $2.55; 
Portland,  No.  1  SW,  $2.45. 

Noncommercial  wheat-producing  area;  Market  price,  basis  in  store,*  but  not 
less  than  133  percent  of  applicable  1957  county  loan  rate  plus  (1)  28  cents  per 
bushel  if  received  by  truck,  or  (2)  23  cents  per  bushel  if  received  by  rail  or  barge. 
If  delivery  is  outside  the  area  of  production,  applicable  freight  will  be  added  to 
the  above. 

Export  (as  wheat):  Under  Announcement  GR-261  revised,  as  amended,  for 
application  to  certain  barter  contracts  and  specially  approved  credit  sales 
only,  at  pric<‘s  determined  daily,  and  under  Announcement  GR-212  revised, 
as  amended,  for  specific  offerings  as  announced.  Disposals  under  special 
export  program  imdcr  Announcement  OR-845.* 

Available  Dallas,  Chicago,  M inneaiiolis,  Kansas  City,  and  Portland  CSS 
Commodity  Offices  for  domestic  or  export  sale,  except  under  QR-345  at  Dallas 
and  Chicago,  and  Portland  w  hen  amiouneed. 

Domestic:  Commercial  corn-produCing  area:  Market  price,  basis  in  store, 
but  not  le.ss  than  the  1957  applicable  loan  rate  for  corn  produced  In  compliance 
with  19.57  acreage  allotments  plus:  (1)  a  markup  of  16  cents  iier  bushel  for  corn 
'  in  storage  at  iwint  of  production,  (2)  a  markup  of  18  cents  jier  bushel  and  the 
rail  freight  (including  transportation  tax)  from  point  of  production  to  the 
present  jioint  of  storage  for  corn  in  storage  at  other  than  point  of  production. 

Examples  of  the  foregoing  minimum  price  per  bushel  for  No.  ^  yellow  corn, 
13.3  iiercent  moisture  and  1.4  percent  foreign  material  including  averse  paid- 
in  freight  from  W'oodford  County,  Ill.,  to  Chicago  and  Redwood  County, 
Minn.,  to  Minneapolis,  respectively:  Chicago,  $1.76?4:  Mlnneaiwlis,  $1.66)4. , 

Noncommercial  corn-producing  area:  Market  price,  basis  in  store,*  but  not 
less  than  110  percent  of  the  applicable  1957  loan  rate  plus  markups  as  above. 

Available  Cliicago,  Dallas,  Kansas  City,  Minneapolis,  and  Portland  CSS 
Commodity  Offices. 

Sample  grade  and  weevily  com  (as  available)  through  the  above  offices. 

Export:  Comjictitive  bid  basis  as  announced  by  the  Portland,  Dallas,  OhicagOi 
Miuueapolis,  and  Kansas  City  CSS  Commodity  Offices.* 


Sec  footnotes  at  end  of  table. 
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Commodity  and  approximate 
quantity  available  (subject 
to  prior  sale) 


Sales  price  or  method  of  sale 


Oats,  bullc 


Barley,  bulk. 


Rye,  bulk. 


Grain  sorghums,  bulk. 


Soybeans,  bulk  (as  available) _ 


Flaxseed,  bulk  (carlots  as  avail¬ 
able). 


Rice,  milled  1956  crop  (as  avail¬ 
able). 


Domestic:  Market  price,  basis  in  store,*  but  not  less  than  the  1957  applicable 
loan  rate  plus:  (1)  a  markup  of  17  cents  |x‘r  bushel  fur  oaLs  in  storage  at  |>oint 
of  production,  (2)  a  markup  of  19  ccuits  per  bushel  and  the  rail  freight  (in¬ 
cluding  transi>ortation  tax)  from  j>oint  of  production  to  present  iwint  of 
storage  for  oats  in  storage  at  other  than  the  point  of  jiroduction. 

Examples  of  the  foregoing  minimum  price  per  husliel,  including  average  paid-in 
freight  from  Woodford  County,  111.,  to  Chicago  and  Redwood  County, 
Minn.,  to  Minneapolis  resjjectively:  Chicago,  No.  3  oats  or  better,  $0.87i)4; 
MinneapolLs,  No.  3  oats  or  Ix-tter,  $0.82. 

Available  Minneapolis,  Chicago.  Kansas  City,  Portland,  and  Dallas  CSS  Com¬ 
modity  OHicc's. 

Export:  Competitive  bid  as  announced  by  the  Chicago,  Portland,  and  Dallas 
CSS  Commodity  Ollict's.* 

Dome.stic:  Market  prici'  in  store,*  but  not  less  than  the  19.)7  aiii>licable  loan 
rate  plus  (1)  21  cents  ikt  biLshel  if  rewived  l>y  truck,  or  (2)  18  trnts  per  bushel 
if  rectuved  by  rail  or  barge.  If  rlelivery  is  outside  the  area  of  production, 
applicable  freight  will  lx-  added  to  the  ai>ove. 

Example  of  the  foregoing  minimum  jirice  per  bushel  (ex  rail  or  barge):  Min- 
nea{>olis,  Xo.  2  barley,  $1.36. 

Available  M inneaiwlis,  Chicago,  Kansas  City,  Portland,  and  Dallas  CSS 
Commodity  Ollices. 

Export:  ComjK'titive  bid  as  announced  by  the  Ctiicago,  Dallas,  Minneapolis, 
iuid  Portland  CSS  Commodity  Otiitvs.* 

Domestic:  Market  price  basis  in  store,*  hut  not  less  than  the  19.i7  applicable 
loan  rate,  plus  (1)  24  cimts  per  bushel  if  received  by  truck  or  (2)  19  n-nts  per 
bushel  if  rewived  by  rail  or  barge.  If  delivery  is  outside  the  area  of  produc¬ 
tion,  applicable  freight  will  he  added  to  tlie  ;jl>ove. 

Example  of  the  foregoing  minimum  price  per  busliel  (ex  rail  or  barge):  Min- 
neaiKilis,  No.  2  or  Ix'tter,  $1..')9. 

Available  Chirago,  Kansas  City,  Minneapolis,  Portland,  and  Dallas  CSS 
Commo<iity  Olliws. 

E:u>ort:  Compi'titive  bid  as  announwd  by  the  Chicago,  Dallas,  ami  Portland 
CSS  Commodity  Otiiws.* 

Domestic:  Market  priw,  basis  in  store,*  but  not  less  than  the  19.'>7  applicable 
loan  rate  plus  (1)  43  cents  per  hundredweiglit  if  rewived  by  truck,  or  (2)  34 
wnts  i>er  hundredweight  if  rewived  by  rail  or  barge.  If  delivery  is  outside 
the  area  of  production,  at>plicable  freight  will  Ix'  added  to  the  above. 

Example  of  the  foregoing  minimum  priw  per  lumdredweiglit  tex  rail  or  barge): 
KiUisas  City,  No.  2  or  better;  $2.<>5. 

-Available  Dallas,  Portland,  and  Kansas  City  CSS  Commodity  Odiws. 

Exiiort:  Comj)etitive  bid  as  announced  by  Dallas  and  I’ortland  CSS  Com¬ 
modity  Otiiws.* 

Domestic  (for  crushing)  or  export:  Market  priw  basis  in  store  but  not  less  than 
the  1957  basic  loan  rate  for  No.  2  grade,  basis  |K)int  of  production  i)lus  5  wnts 
l)or  bushel.  Market  discx)unts  for  quality  factors  w  ill  be  apidied  to  the  basic 
priw  to  determine  the  actual  minimum  sales  j)riws. 

If  delivery  is  outside  the  area  of  production,  applicable  freight  and  oiit-ele''ation 
charf^s  at  country  loading  i)oint  anti  in-elevation  cliarges  at  sublerminal  or 
terminal  storage  point  will  tx-  added  to  the  alK)ve  pritx'. 

Available  Chicago,  Dallas,  Kansas  City,  and  Minneapolis  CSS  Commodity 
OtTiws. 

Domestic  (for  crushing)  or  export:  Coni|X'tilive  bid  basis  in  store  Duluth, 
Superior,  or  MinneapolLs,  exwpt  that  1.  c,  1.  lots  availal)le  at  Ixst  prices 
obtainable. 

.\vailable  Minneapolis  CSS  Commodity  Oflice. 

Dome.stic:  Unrestricted  use  (19.56  crop):  Market  price  but  not  less  than  equiv¬ 
alent  1957  loan  rate  for  rough  riw  by  varied  ies  and  grade's  plus  5  ix'rcent  a'l- 
jiLsted  for  milling,  plus  47  wnts  ix'r  ew  t.  betsis  in  store.  Price's  anel  epiant  it  ie'S 
available  by  varieties  and  graele  may  be  obtained  from  Dallas  CSS  Com¬ 
modity  Ofhw. 

Example  of  minimum  priws  of  mille'd  rice  ix'r  hunelrcdweight,  at  mills: 


Rice,  rough 


Gum  rosin 


Gum  turpentine. 


U.  ?.  Xo.  3 

U.  .«i.  Xo.  4 

U.  S.  Xo.  5 

Blue  Bonnet _ _ _ 

1 

$10.9(1  1 

1  1 

$10.0.5 

$9. 12 

Century  Patna _ _ 

10.07 

9.22 

8.  39 

Exixrrt:  Competitive  bid  under  DL-M  R-40(l,57  as  announce'el  by  Dallas  CSS 
Commoelity  OHiw. 

Sixxial  exiK)rt:  ComiX'titive  biel  on  “as  is”  basis,  umier  DL-MR,53  as  an¬ 
nounwd  by  Dallas  CSS  Commoelity  Otlice. 

Domestic:  Unrestricted;  market  priee  but  not  le.ss  than  the  19.57  applicable  loan 
rate  plus  5  ix'rcent,  plas  36  wnts  i>er  hmielreelweight  basis  in  store.  Prices 
anel  quantities  available  by  varieties  may  Ix'  obtaineel  from  Dallas  CSS  Com¬ 
modity  Othw  or  from  Portland  CSS  Commexlity  Ofliw  for  Pearl  and  Calro.se. 

Exixrrt:  For  extxrrt  as  milleel  riw.  Comieetilive  idei  as  announwel  by  Portland 
CSS  Commoelity  Ofliw. 

Domestic  or  export:  Offer  and  acwptanw  basis  “as  is”,  in  galvanizeel  metal 
drums  (averaging  517#  net)  in  the  stateel  quantities  and  on  the  designated 
storage  yards,  subject  to  the  i»rices,  terms  and  conditions  of  .Announcement 
TB-21  (Reviseel)  anel  supplements  thereto  which  will  be  issueel  monthly. 
Available  through  the  American  Turix'ntine  Farmers’  Association  Cooi)cr- 
ative,  Valdosta,  Oa. 

Domestic  or  export:  Offer  and  acwptanw  basis, “as  is”,  bulk  in  tanks  in  the 
stated  quantities  and  in  the  designated  storage  tanks  subject  to  the  prices, 
terms  and  conditions  of  .Annoimwment  TB-21  (Revi.s«xl)  and  supplements 
t^reto  which  will  be  issued  monthly.  Available  through  ATF.A,  Valdosta, 
Ga. 


*  At  the  processor’s  plant  or  warehouse  but  with  any  prepaid  storage  and  out  handling  charges  for  the  benefit  of  the 
buyer. 

*  In  th«.se  counties  in  which  grain  is  stored  in  CCC  bin  sites,  delivery  will  l>e  made  f.  o.  b.  buyer’s  conveyance  at 
bin  site  without  additional  cost;  sales  will  also  be  made  in  store  approved  warehoases  in  such  county  and  adjacent 
counties  at  the  same  price,  provided  the  buyer  makes  arrangements  with  the  warehoase  for  storage  liocuments. 

*  Sales  of  grains  other  than  wheat  made  under  Title  I,  Public  I.aw  480,  may  be  made  on  terms  and  conditions  of 
GR-301  revised.  Other  commodities  under  the  announcement  indicated. 


(Sec.  4,  62  Stat.  1070,  as  amended*  15n  o  „ 
714b.  Interpret  or  apply  sec.  407 
1055;  7  U.  S.  C.  1427,  sec.  208,  63  C  S 


Stat,  901) 

Issued:  January  6, 1958. 

[SEAL]  Walter  C.  Berger 
Executive  Vice-President 
Commodity  Credit  Corpora^ 

[P.  R.  Doc.  68-204;  Piled,  Jan.  g  loe., 
8:47  a.m.]  ' 


DEPARTMENT  OF  COMMERCE 

Bureau  of  the  Census 

Annual  Survey  of  Inventories,  Sales 

AND  Accounts  Receivable  of 

Establishments 

NOTICE  OF  determination 

In  conformity  with  the  act  of  Congress 
approved  August  31,  1954,  13  u.  S.  C 
181,  224,  and  225,  and  due  Notice  of  Con-^ 
sideration  having  been  published  (22 
P.  R.  9627,  November  30,  1957)  pursu- 
ant  to  said  act,  I  have  determined  that 
certain  annual  data,  sales-inventory 
ratios,  and  charge  and  installment  ac¬ 
counts  receivable  of  retail  trade  estab¬ 
lishments,  are  needed  to  aid  the  effi¬ 
cient  performance  of  essential  govern¬ 
mental  functions,  and  have  .significant 
application  to  the  needs  of  the  public 
and  industry  and  are  not  publicly  availa¬ 
ble  from  non-governmental  or  other 
sources. 

Retail  trade,  as  the  outlet  for  the  prod¬ 
ucts  of  industry,  mining,  and  agriculture, 
is  of  strategic  importance  in  the  econ-^ 
omy  of  the  nation.  Information  such  as 
the  amount  of  merchandise  inventories 
on  hand  in  retail  stores  and  retail  multi¬ 
unit  warehouses,  sales-inventory  ratios 
by  kinds  of  retail  stores,  and  the  amount 
of  charge-account  and  installment-plan 
receivables  due  retail  stores  at  the  end 
of  the  year  are  basic  to  analyses  of  the 
economy.  Such  agencies  as  the  Office  of 
Business  Economics  and  the  Board  (rf 
Governors  of  the  Federal  Reserve  Sys¬ 
tem  require  inventory  data  and  esti¬ 
mates  of  the  amount  of  outstanding 
credit  for  retail  stores  in  appraising  the 
business  outlook  and  in  connection  with 
the  review  of  credit  policies.  Data  on  the 
amount  of  retail  inventories,  together 
with  figures  on  other  nr.  ajor  elements  of 
business  investments,  are  needed  for  the 
measurement  of  the  gross  national 
products. 

Business  and  industry  also  are  inter¬ 
ested  in  the  inventory  measures  as  indi¬ 
cators  of  the  outlook  for  business  activity 
and  as  tools  for  the  promotion  of  business 
efficiency  and  stability.  Retailers  m 
make  use  of  the  sales-inventory  ratios, 
derived  from  the  survey  to  nbtain  gen¬ 
eral  indicators  of  their  own  relative 
operational  positions. 

The  annual  survey  will  involve  col¬ 
lection  of  information  from  (1)  large 
multiunit  organizations  (11  or  more 
tail  stores  in  1954)  regardless  of  their 
location,  (2)  large  retail  establishments 
(1954  sales  volume  in  excess  of  five  mil¬ 
lion  dollars)  regardless  of  location,  (3) 
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friday,  January  10,  1958 

biishments  located  in  Census  sample 
whose  sales  meet  certain  minimum 
criteria,  and  (4)  individual  estab- 
Shments  regardless  of  size  located  in  a 
of  small  land  segments  which  are 
Sn  the  Census  sample  area.  All  re- 
^ndents  will  be  required  to  submit 
formation  covering  the  year  1957.  Re- 
forms  will  be  furnished  to  firms 
Snvered  by  the  survey.  Additional  copies 
f  the  forms  are  available  on  request  to 
5ie  Director  of  the  Census,  Washington 
25  D  C. 

Reports  are  due  15  days  after  receipt 

of  the  report  form.  ..... 

I  have  therefore  directed  that  an  an¬ 
nual  survey  be  conducted  for  the  pur¬ 
pose  of  collecting  these  data. 

[sEALl  Robert  W.  Burgess, 

Director, 

Bureau  of  the  Census. 

Approved:  January  6, 1958. 

Walter  Williams, 

Acting  Secretary  of  Commerce. 

If  R.  Doc.  58-203:  Filed,  Jan.  9,  1958; 

‘  ’  8:46  a.  m.] 

interstate  commerce 

COMMISSION 

Fourth  Section  Applications  for  Relief 
January  7,  1958. 

Protests  to  the  granting  of  an  applica¬ 
tion  must  be  prepared  in  accordance  with 
Rule  40  of  the  general  rules  of  practice 
(49CFR  1.40)  and  filed  within  15  days 
from  the  date  of  publication  of  this 
notice  in  the  Federal  Register. 

LONG-AND-SHORT  HAUL 

PSA  No.  34392:  Fine  coal — N.  &  W. 
Ry,  mines  to  Tampa  and  Sutton,  Fla. 
Piled  by  O.  W.  South,  Jr.,  Agent  (SFA 
No.  A3586),  for  interested  rail  carriers. 
Rates  on  fine  coal,  carloads  from  speci¬ 
fied  mines  and  stations  on  the  Norfolk 
and  Western  Railway  Company  in  Vir¬ 
ginia  and  West  Virginia  to  Tampa  and 
Sutton.  Fla. 

Grounds  for  relief:  Market  compe¬ 
tition. 

Tariff:  Supplement  51  to  Agent  Span- 
inger’s  tariff  I.  C.  C.  No.  1332. 

PSA  No.  34393 :  Iron  and  steel  articles 
from  Duluth,  Minn.,  and  Superior,  Wis. 
Piled  by  W.  J.  Prueter,  Agent  (WTL  No. 
A-1954),  for  interested  rail  carriers. 
Rates  on  iron  and  steel  articles,  carloads 
from  Duluth,  Minn.,  and  Superior,  Wis., 
to  points  in  Illinois  and  extended  zone 
“C"  territories  in  Michigan  and  Wiscon¬ 
sin. 

Grounds  for  relief:  Short-line  dis¬ 
tance  formula,  grouping,  and  market 
competition. 

Tariff:  Supplement  15  to  Agent  Preu- 
ter’s  tariff  I.  C.  C.  A-4194. 

PSA  No.  34394;  Coke  and  products— 
Morgantown,  W.  Va.,  to  Pennsylvania 
poinfs.  Piled  by  Roy  S.  Kern,  Agent 
iNo.  50) ,  for  and  on  behalf  of  The  Mo- 
oongahela  Railway  Company  and  other 
iflterested  rail  carriers.  Rates  on  coke, 
coke  breeze,  coke  dust,  and  coke  screen- 
(the  direct  products  of  coal), 
^ght  or  mixed  carloads  from  Morgan- 
1®^.  W.  Va.,  to  Neville  Island  and 
P«)VJct.,Pa. 


FEDERAL  REGISTER 

Grounds  for  relief:  Barge  competi¬ 
tion.. 

Tariffs;  Supplement  41  to  Pennsyl¬ 
vania  Railroad  tariff  AA  I.  C.  C.  2727. 
Supplement  15  to  Pittsburgh  and  Lake 
Erie  Railroad  tariff  I.  C.  C.  3499. 

FSA  No.  34395:  TOFC  service — Insu^ 
lating  material,  Kansas  City,  Kans.-Mo., 
to  points  in  the  southwest.  Filed  by  P.  C. 
Kratzmeir,  Agent  (SWFB  No.  B-7181), 
for  interested  rail  carriers.  Rates  on  in¬ 
sulating  material,  as  described,  loaded  in 
trailers  and  transported  on  railroad  fiat 
cars  from  Kansas  City,  Kans.-Mo.,  to 
points  in  Arkansas,  Louisiana  (west  of 
the  Mississippi  River) ,  New  Mexico,  and 
Texas,  also  Memphis.  Tenn. 

Grounds  for  relief:  Motor-truck  com¬ 
petition. 

Tariff :  Supplement  5  to  Agent  Kratz- 
meir’s  tariff  I.  C.  C.  4274. 

FSA  No.  34396:  Fuel  oil — Montana 
points  to  Fridley,  Minn.  Filed  by  North¬ 
ern  Pacific  Railway  Company  (No.  107), 
for  itself  and  on  behalf  of  the  Minne¬ 
apolis,  Anoka  and  Cuyuna  Railroad 
Company.  Rates  on  petroleum  residual 
fuel  oil,  tank-car  loads  from  Billings. 
East  Billings,  and  Laurel,  Mont.,  to  Frid¬ 
ley,  Minn. 

Grounds  for  relief;  Destination  rate 
relationship  with  the  Twin  Cities. 

Tariff:  Supplement  15  to  Northern 
Pacific  Railway  Company’s  tariff  I.  C.  C. 
9906. 

FSA  No.  34397:  Agricultural  imple» 
ments — Hesston,  Kans.,  to  western 
points.  Filed  by  W.  J.  Preuter,  Agent 
(WTL  No.  A-1955),  for  interested  rail 
carriers.  Rates  on  agricultural  imple¬ 
ments  and  parts,  carloads  from  Hesston, 
Kans.,  to  specified  points  in  Colorado, 
Idaho,  Montana,  Oregon  and  Utah. 

Grounds  for  relief :  Short-line  distance 
formula  at  named  intermediate  origins, 
and  rates  under  intermediate  rule  at  un¬ 
named  intermediate  origins. 

Tariff:  Supplement  71  to  Agent  Prue- 
ter’s  tariff  I.  C.  C.  A-4123. 

By  the  Commission. 

I  SEAL]  Harold  D.  McCoy, 

Secretary. 

[F.  R.  Doc.  58-205;  Filed,  Jan.  9.  1958; 
8:47  a.  m.] 

DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

Willy  Karel  Emil  Schmitz  et  al. 

NOTICE  OF  intention  TO  RETURN  VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad¬ 
ing  With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de¬ 
crease  resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade¬ 
quate  provision  for  taxes  and  conserva¬ 
tory  expenses: 

Claimant,  Claim  No.,  Property,  and  Location 

Willy  Karel  Emil  Schmitz,  28  ten  Katelaan, 
Bilthoven,  Netherlands;  Alice  Maria  Johanna 
Douque -Schmitz,  II  Zuldelyke  Wandelweg, 
Amsterdam,  Netherlands;  Alfons  August 
Bernard  Schmitz,  142  Koninginneweg,  Am¬ 


sterdam,  Netherlands;  Eduard  Adolph  Maria 
Schmitz,  14  Burgemeester  de  Beaufortlaan, 
Abcoude,  Netherlands;  Alfred  WiUy  Ernst 
Schmitz,  68  Oude  Karselaan,  Amstelveen. 
near  Amsterdam,  Netherlands. 

Claim  No.  60664;  Vesting  Order  No.  17950; 
To  each  of  the  five  claimants  listed  herein 
$26.99  in  the  Treasury  of  the  United  States. 

Executed  at  Washington,  D.  C.,  on 
December  31,  1957. 

For  the  Attorney  General. 

[SEAL]  Paul  V.  Myron, 

Deputy  Director, 
Office  of  Alien  Property. 

[P.  R.  Doc.  58-211;  Filed,  Jan.  9,  1958; 
8:43  a.  m.J 


Willem  Hindrik  Visser 

NOTICE  OP  INTENTION  TO  RETURN  VESTED 
PROPERTY 

Pursuant  to  section  32  (f)  of  the  Trad¬ 
ing  With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to  re¬ 
turn.  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop¬ 
erty,  subject  to  any  increase  or  decrease 
resulting  from  the  administration  there¬ 
of  prior  to  return,  and  after  adequate 
provision  for  taxes  and  conservatory 
expenses: 

Claimant,  Claim  No.,  Property,  and  Location 

Willem  Hindrik  Visser.  10b  Hebronstraat, 
Rotterdam,  Netherlands;  $134.95  in  the 
Treasury  of  the  United  States. 

Claim  No.  60660;  Vesting  Order  No.  17836. 

Executed  at  Washington,  D.  C.,  on 
December  31, 1957. 

For  the  Attorney  General. 

[seal]  Paul  V.  Myron, 

Deputy  Director, 
Office  of  Alien  Property. 

[P.  R.  Doc.  58-212;  Piled.  Jan.  9.  1958; 
8:48  a.  m.] 


[Vesting  Order  SA-2121 
Hungarian  General  Creditbank 

In  re;  Debts  owing  to  the  Hungarian 
General  Creditbank,  also  known  as  Un- 
garische  Allgemeine  Creditbank,  and  as 
Magyar  Altalanos  Hitelbank;  F-34-228. 

Under  the  authority  of  Title  n  of  the 
International  Claims  Settlement  Act  of 
1949,  as  amended  (69  Stat.  562),  Execu¬ 
tive  Order  10644,  November  7,  1955  (20 
F.  R.  8363) ,  Department  of  Justice  Order 
No.  106-55,  November  23,  1955  (20  F.  R. 
8993) ,  and  pursuant  to  law,  after  investi¬ 
gation,  it  is  hereby  found  and  deter¬ 
mined: 

1.  That  the  property  described  as  fol¬ 
lows: 

a.  That  certain  debt  or  other  obliga¬ 
tion  of  the  Hanover  Bank,  70  Broadway, 
New  York  15,  New  York,  arising  out  of 
an  account  entitled,  “Hungarian  General 
Bank  and  Trading  Co.,  Hungarian  or 
General  Creditbank,  Budapest,  Hungary, 
Deposit  Account,”  maintained  at  the 
aforesaid  bank,  together  with  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same, 

b.  That  certain  debt  or  other  obliga¬ 
tion  of  the  Ifanover  Bank,  70  Broadway, 
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New  York  15,  New  York,  arising  out  of 
an  account  entitled,  “Hungarian  General 
Bank  and  Trading  Co.,  Hungarian  or 
General  Creditbank,  Budapest,  Hungary. 
Drafts  Advised  Outstanding  Account,” 
maintained  at  the  aforesaid  bank,  to¬ 
gether  with  any  and  all  rights  to  demand, 
enforce  and  collect  the  same,  and 

c.  That  certain  debt  or  other  obliga¬ 
tion  of  The  Hanover  Bank,  70  Broadway, 
New  York  15,  New  York,  arising  out  of 
an  account  entitled,  “Hungarian  General 
Bank  and  Trading  Co.,  Hungarian  or 
General  Creditbank,  Budapest,  Hungary, 
Sundry  Items  Payable  Account,”  main¬ 
tained  at  the  aforesaid  bank,  together 
with  any  and  all  rights  to  demand,  en¬ 
force  and  collect  the  same, 

is  property  within  the  United  States 
which  was  blocked  in  accordance  with 
Executive  Order  8389,  as  amended,  and 
remained  blocked  on  August  9,  1955,  and 
which  is,  and  as  of  September  15,  1947, 
was,  owned  directly  or  indirectly  by  the 
Hungarian  General  Creditbank,  also 
known  as  Ungarische  Allgemeine  Credit- 
bank,  and  as  Magyar  Altalanos  Hitel- 
bank,  Budapest,  Hungary,  a  national  of 
Hungary  as  defined  in  said  Executive 
Order  8389,  as  amended. 

2.  That  the  property  described  herein 
is  not  owned  directly  by  a  natural  person. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  administered,  sold, 
or  otherwise  liquidated,  in  accordance 
with  the  provisions  of  Title  11  of  the  In¬ 
ternational  Claims  Settlement  Act  of 
1949,  as  amended. 

It  is  hereby  required  that  the  prop¬ 
erty  described  above  be  paid,  convey^, 
transferred,  assigned  and  delivered  to 
or  for  the  account  of  the  Attorney  Gen¬ 
eral  of  the  United  States  in  accordance 
with  directions  and  instructions  issued 
by  or  for  the  Assistant  Attorney  General, 
Director,  OflBce  of  Alien  Property,  De¬ 
partment  of  Justice. 

The  foregoing  requirement  and  any 
supplement  thereto  shall  be  deemed  in¬ 
structions  or  directions  issued  under 
Title  II  of  the  International  Claims  Set¬ 
tlement  Act  of  1949,  as  amended.  At¬ 
tention  is  directed  to  section  205  of  said 
Title  II  (69  Stat.  562)  which  provides 
that: 

Any  payment,  conveyance,  transfer,  assign¬ 
ment,  or  delivery  of  property  made  to  the 
President  or  his  designee  pursuant  to  this 
title,  or  any  rule,  regulation,  instruction,  or 
direction  issued  under  this  title,  shall  to  the 
extent  thereof  be  a  full  acquittance  and  dis¬ 
charge  for  all  purposes  of  the  obligation  of 
the  person  making  the  same;  and  no  person 
shall  be  held  liable  in  any  court  for  or  in 
respect  of  any  such  payment,  conveyance, 
transfer,  assignment,  or  delivery  made  in 
good  faith  in  pursuance  of  and  in  reliance  on 
the  provisions  of  this  title,  or  of  any  rule, 
regulation,  instruction,  or  direction  issued 
thereunder. 

Executed  at  Washington,  D.  C.,  on 
January  2, 1958. 

For  the  Attorney  Gteneral. 

[seal!  Dallas  S.  Townsend, 
Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.  R.  Doc.  58-183;  Filed,  Jan.  8,  1958; 

8:47  a.  m.j 


[Vesting  Order  SA-2131 
Hungarian  General  Creditbank 

In  re:  Debt  owing  to  the  Hungarian 
General  Creditbank,  also  known  as  Un¬ 
garische  Allgemeine  Creditbank,  and  as 
Magyar  Altalanos  Hitelbank;  F-34-228. 

Under  the  authority  ol  Title  II  of  the 
International  Claims  Settlement  Act  of 
1949,  as  amended  <69  Stat.  562),  Execu¬ 
tive  Order  10644,  November  7,  1955  (20 
P.  R.  8363),  Department  of  Justice  Or¬ 
der  No.  106-55,  November  23,  1955  (20 
P.  R.  8993),  and  pursuant  to  law,  after 
investigation,  it  is  hereby  found  and  de¬ 
termined: 

1.  That  the  property  described  as  fol¬ 
lows:  That  certain  debt  or  other  obliga¬ 
tion  of  the  Irving  Trust  Company,  One 
Wall  Street,  New  York  15,  New  York, 
arising  out  of  an  account  entitled, 
“Hungarian  (jeneral  Bank  &  Trading 
Co.  Ltd.  in  Liquidation,  c  o  Hungarian 
General  Credit  Bank,  Budapest,  Hun¬ 
gary,”  maintained  at  the  aforesaid  bank, 
together  w'ith  any  and  all  rights  to  de¬ 
mand,  enforce  and  collect  the  same, 

is  property  w'ithin  the  United  States 
which  was  blocked  in  accordance  with 
Executive  Order  8389,  as  amended,  and 
remained  blocked  on  August  9,  1955,  and 
which  is,  and  as  of  September  15,  1947, 
was,  owned  directly  or  indirectly  lay  the 
Hungarian  General  Creditbank,  also 
known  as  Ungarische  Allgemeine  Credit- 
bank,  and  as  Magyar  Altalanos  Hitel¬ 
bank,  Budapest,  Hungary,  a  national  of 
Hungary  as  defined  in  said  Executive 
Order  8389,  as  amended. 

2.  That  the  property  described  herein 
is  not  owned  directly  by  a  natural  person. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop¬ 
erty  described  above,  to  be  administered, 
sold,  or  otherwise  liquidated,  in  accord¬ 
ance  with  the  provisions  of  Title  II  of  the 
International  CHaims  Settlement  Act  of 
1949,  as  amended. 

It  is  hereby  required  that  the  property 
described  above  be  paid,  conveyed,  trans¬ 
ferred,  assigned  and  delivered  to  or  for 
the  account  of  the  Attorney  General  of 
the  United  States  in  accordance  with 
directions  and  instructions  issued  by  or 
for  the  Assistant  Attorney  General,  Di¬ 
rector,  OflBce  of  Alien  Property,  Depart¬ 
ment  of  Justice. 

The  foregoing  requirement  and  any 
supplement  thereto  shall  be  deemed  in¬ 
structions  or  directions  issued  under 
Title  II  of  the  International  Claims  Set¬ 
tlement  Act  of  1949,  as  amended.  Atten¬ 
tion  is  directed  to  section  205  of  said 
Title  n  (69  Stat.  562)  which  provides 
that: 

Any  payment,  conveyance,  transfer,  assign¬ 
ment,  or  delivery  of  property  made  to  the 
President  or  his  designee  pursuant  to  this 
title,  or  any  rule,  regulation.  Instruction,  or 
direction  issued  under  this  title,  shall  to  the 
extent  thereof  be  a  full  acquittance  and  dis¬ 
charge  for  all  purposes  of  the  obligation  of 
the  person  making  the  same;  and  no  person 
shall  be  held  liable  in  any  court  for  or  in 
respect  of  any  such  payment,  conveyance, 
transfer,  assignment,  or  delivery  made  in 
good  faith  in  pursuance  of  and  in  reliance 
on  the  provisions  of  this  title,  or  of  any  rule, 
regulation,  instruction,  or  direction  issued 
thereunder. 


Executed  at  Washington  D  r 
January  2, 1958.  ’  •  on 

For  the  Attorney  General. 

[seal]  Dallas  S.  Townsend 
Assistant  Attorney  General 
Director,  Office  of  Alien  Property 

[F.  R.  Doc.  58-184;  Filed,  Jan.  r  iom. 

8:48  a.  m.J  ’  ^ 


[Vesting  Order  SA-2141 

Hungarian  General  Creditbank 

In  re:  Debt  owing  to  the  Hungarian 
General  Creditbank,  also  known  as  On- 
garische  Allgemeine  Creditbank,  and  at 
Magyar  Altalanos  Hitelbank;  F-34-2211 
F-63-60  (Zurich)  SA. 

Under  the  authority  of  Title  II  of  the 
International  Claims  Settlement  Act  of 
1949,  as  amended  (69  Stat.  562),  Execu- 
tive  Order  10644,  November  7,  i955  (20 
F.  R.  8363) ,  Department  of  Justice  Order 
No.  106-55,  November  23,  1955  (20P.R 
8993),  and  pursuant  to  law,  after  V 
vestigation,  it  is  hereby  found  and  de* 
termined: 

1.  That  the  property  described  as  fol- 
lows:  That  certain  debt  or  other  obliga. 
tion  of  the  Swiss  Credit  Bank,  New  York 
Agency,  25  Pine  Street,  New  York  5,  New 
York,  in  the  sum  of  $474.50,  being  a 
portion  of  the  ordinary  blocked  account 
entitled,  “Credit  Suisse,  Zurich  (Swiss 
Credit  Bank)  Zurich,”  maintained  at 
the  aforesaid  bank,  and  identified  on  its 
books  and  records  as  the  portion  of  said 
account  maintained  for  Ungarische  AH- 
gemeine  Creditbank,  Budapest,  HungarF, 
together  with  any  and  all  rights  to  de¬ 
mand,  enforce  and  collect  the  same,  . 

is  property  within  the  United  States 
which  was  blocked  in  accordance  with 
Executive  Order  8389,  as  amended,  and 
remained  blocked  on  August  9, 1955,  and 
which  is,  and  as  of  September  15, 1947, 
was,  owned  indirectly  by  the  Hungarian 
General  Creditbank,  also  known  as  Un¬ 
garische  Allgemeine  Creditbank,  and  as 
Magyar  Altalanos  Hitelbank,  Budapest, 
Hungary,  a  national  of  Hungary  as  de¬ 
fined  in  said  Executive  Order  8389,  as 
amended. 

2.  That  the  property  described  herein 
is  not  owned  directly  by  a  natural  person. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop¬ 
erty  described  above,  to  be  administered, 
sold,  or  otherwise  liquidated,  in  accord¬ 
ance  with  the  provisions  of  Title  n  of 
the  International  Claims  Settlement  Act 
of  1949,  as  amended. 

It  is  hereby  required  that  the  property 
described  above  be  paid,  conveyed,  trans¬ 
ferred,  assigned  and  delivered  to  or  for 
the  account  of  the  Attorney  General  of 
the  United  States  in  accordance  with 
directions  and  instructions  issued  by  <jr 
for  the  Assistant  Attorney  General,  Di¬ 
rector,  OflBce  of  Alien  Property,  Depart¬ 
ment  of  Justice. 

The  foregoing  requirement  and  any 
supplement  thereto  shall  be  deemed  in¬ 
structions  or  directions  issued  under 
Title  n  of  the  International  Claims  Set¬ 
tlement  Act  of  1949,  as  amended.  Atte^ 
tion  is  directed  to  section  205  of  said 
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friday,  January  10,  19S8 

Title  n  which  provides 

that: 

payment,  conveyance,  transfer,  as- 
^ent  or  delivery  of  property  made  to  the 
M^dent  or  his  designee  pursuant  to  this 
d  or  any  rule,  regulation,  instruction,  or 
Jir^tion  issued  under  this  title,  shall  to  the 
thereof  be  a  full  acquittance  and 
dvharge  for  all  purposes  of  the  obligation 
f  tne  person  making  the  same;  and  no  per- 
n  shall  be  held  liable  in  any  court  for  or 
^  respect  of  any  such  payment,  conveyance, 
assignment,  or  delivery  made  in 
faith  in  pursuance  of  and  in  reliance 
^he  provisions  of  this  title,  or  of  any  rule, 
^Utlon,  instruction,  or  direction  issued 

ttereunder. 

Executed  at  Washington,  D.  C.,  on 
January  2, 1958. 

For  the  Attorney  General. 

[sbal]  Dallas  S.  Townsend, 
Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

I#  R  Doc.  58-185:  Filed,  Jan.  8,  1958; 
'  ’  ■  8:48  a.  m.J 


[Vesting  Order  SA-215] 

Hungarian  General  Creditbank 

In  re:  Debt  owing  to  the  Hungarian 
General  Creditbank,  also  known  as  Un- 
larische  Allgemeine  Creditbank,  and  as 
Magyar  Altalanos  Hitelbank;  P-34-228. 

Under  the  authority  of  Title  II  of  the 
International  Claims  Settlement  Act  of 
1949,  as  amended  (69  Stat.  562) ,  Execu¬ 
tive  Order  10644,  November  7,  1955  (20 


FEDERAL  REGISTER 

P.  R.  8363) ,  Department  of  Justice  Order 
No.  106-55,  November -23,  1955  (20  F.  R. 
8993),  and  pursuant  to  law,  after  inves¬ 
tigation,  it  is  hereby  found  and  deter¬ 
mined  : 

1.  That  the  property  described  as  fol¬ 
lows:  That  certain  debt  or  other  obliga¬ 
tion  of  The  First  National  Bank  of  Chi¬ 
cago,  38  South  Dearborn  Street,  Chicago, 
Illinois,  arising  out  of  an  account  en¬ 
titled,  “Hungarian  General  Bank  and 
Trading  Co,  Ltd.,’’  maintained  at  the 
aforesaid  bank,  together  with  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same, 

is  property  within  the  United  States 
which  was  blocked  in  accordance  with 
Executive  Order  8389,  as  amended,  and 
remained  blocked  on  August  9, 1955,  and 
W'hich  is,  and  as  of  September  15,  1947, 
was  owned  directly  or  indirectly  by  the 
Hungarian  General  Creditbank,  also 
known  as  Ungarische  Allgemeine  Credit- 
bank,  as  as  Magyar  Altalanos  Hitelbank, 
Budapest,  Hungary,  a  national  of  Hun¬ 
gary  as  defined  in  said  Executive  Order 
8389,  as  amended. 

2.  That  the  property  described  herein 
is  not  owned  directly  by  a  natural  per¬ 
son. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop¬ 
erty  described  above,  to  be  administered, 
sold,  or  otherwise  liquidated,  in  accord¬ 
ance  with  the  provisions  of  Title  II  of 
the  International  Claims  Settlement  Act 
of  1949,  as  amended.* 

It  is  hereby  required  that  the  prop¬ 
erty  described  above  be  paid,  conveyed, 
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transferred,  assigned  and  delivered  to 
or  for  the  account  of  the  Attorney  Gen¬ 
eral  of  the  United  States  in  accordance 
with  directions  and  instructions  issued 
by  or  for  the  Assistant  Attorney  General, 
Director,  OfiQce  of  Alien  Property,  De¬ 
partment  of  Justice. 

The  foregoing  requirement  and  any 
supplement  thereto  shall  be  deemed  in¬ 
structions  or  directions  issued  under 
Title  II  of  the  International  Claims  Set¬ 
tlement  Act  of  1949,  as  amended.  Atten¬ 
tion  is  directed  to  section  205  of  said 
Title  H  (69  Stat.  562)  which  provides 
that: 

Any  payment,  conveyance,  transfer,  as¬ 
signment,  or  delivery  of  property  made  to 
the  President  or  his  designee  pursuant  to 
this  title,  or  any  rule,  regulation.  Instruc¬ 
tion,  or  direction  Issued  under  this  title, 
shall  to  the  extent  thereof  be  a  full  acquit¬ 
tance  and  discharge  for  all  purposes  of  the 
obligation  of  the  person  making  the  same; 
and  no  person  shall  be  held  liable  in  any 
court  for  or  in  respect  of  any  such  payment, 
conveyance,  transfer,  assignment,  or  deliv¬ 
ery  made  in  good  faith  in  pursuance  of  and 
in  reliance  on  the  provisions  of  this  title, 
or  of  any  rule,  regulation,  instruction,  or 
direction  issued  thereunder. 

Executed  at  Washington,  D.  C.,  on 
January  2,  1958. 

For  the  Attorney  General. 

[seal]  Dallas  S.  Townsend, 
Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.  R.  Doc.  58-186;  Filed.  Jan.  8,  1958; 

8:48  a.  m.] 


